THE WEATHER 


Fair with little change in tem- 


perature tonight and Wednesday. 
Warren temp.: High 69, low 56. WARREN TIMES-MIRROR 


The Only Paper in Many Homes—The One Paper in Most Homes 


GOOD EVENING 


Many Wan en folks could not 


have been more exhausted today 
had Monday been a "tabor" day in- 
stead of a holiday. 


W A R R E N 
P A . T r E S D A Y , b F. P T K M B E R 
!' R I C E T H R E E C E N T S 
V O L U M E F O R T Y - O N E 
PLANSW 
Britain Claims Nazis Trounced in Dover Battle PRESIDENT 


NOTIFIES 


NUMEROUS ATTACKS 
REPORTED REPULSED; 
LASHES IN RUMANIA 


By The Associated Pres» 


Beairrnin0 second yeai of the wai : 
Gevmais°cllim mastery of the air, expect end of Britain in few 


months" at most. British, acknowledging they were near dereat a few 
months ago, expect turning point in second year. 


The air wai: 
. _ 
. 
,. 
Huge air battles fought over southeast coast, Geiman formations 


broken up as London has 37th air raid alarm of wax northeast Scot- 
land attacked; British hombers suige over channel for night attack 
abound Boulogne. Berlin reports three British planes shot down in 


nl§ SwissYave three night air raid alarms, open fire on planes, pre- 
sumably British. Two killed, 15 injured in British raid on Genoa, Italy 
i eports. 


Victims of U. S. Aviation's Worst Crash 


k on British fleet in central Mediterranean resulted 


severe damage to battleship, an craft carrier, cruiser and Destroyer, 


Italians say. British report decline in weekly shipping loss since May Zi. 


Peasant "party leader reported organizing resistance to Hungarian 


occupation of Transylvania. 


8ERMANS CENTER AIR ATTACKS ON 
SOUTHEAST ENGLAND AIRDROMES 


CHANGE IN 
MEASURE 


Ernest Lundeen, "Farm-Laborite 
isolationist senator from Minne- 
sota, who was among the 25 
passengers and crew killed when 
a Pennsylvania Central Airliner 
recently crashed near Lovetts- 
ville, Va, during a severe elec- 


tiical storm. 


Stewardess Carson 
Captain Scroggins 


(NEA Telephoto) 


Killed instantly when a Pennsylvania Central Airlines transport 
crashed during a severe thunderstorm near Lovettsville, Va , were the 
pilot, Captain Lowell Scroggms, of Washington, and Stewardess Mar- 
garet Carson, of Pittsburgh. 
The 25 fatalities—22 passengers and 


three crew members—were the highest in the history of American 


commercial aviation. 


Members of House Military 


Committee State They 
Adopted an Amendment 
To the Conscription Bill 
To Permit the Govern- 
ment to Take Over, on 
Rental Basis, Industrial 
Plans for Production of 
Defense Materials 


- 
- - -!- 


King Carol is Losing 


Weight Under Strain 


Bucharest, Sept. 
3—( Pl- 


Tnfoi med sources said 
today 


King Caiol had lost Jo pounds 
since Soviet Russia 
matched | 


into Bessaiabia July 3. 


Foieign 
Mimstei 
Mihail 


Manoileacu suffered a neivous 
breakdown after the 
decision 


oi the aibiliation 
conference 


last week 
to cede northern 


Transylvania 
lo Hungary, it 


was disclosed by a phvsician 
who accompanied him back to 
Buchaiesl. 


LABOR LEADERS 
PLEDGE UNIONS 
TO AID DEFENSE 


By the Associated Press 


London, Sept. 3—Two German 


attempts to smash through Lon- 
don's air defenses failed 
today 


against the combined fire of Brit- 
ish fightei planes and anti-aircraft 
guns. 
The second attempt kept London 


under air alarm for one hour and 
30 minutes, from 2:50 p. m. to 4 p. 
m (8-50 to 10 a. m. EST). 
British and German planes fought 


spectacularly over the Thames es- 


tuary, waterway to London, mark- 
ing the first anniversary of Brit- 
ain's going to war with one of the 
conflict's biggest air battles. 
Observers said at least 300 raid- 


ers were beaten off. In mid-after- 
noon the air ministry announced 
23 attacking planes had been de- 
stroyed. It admitted the loss of 
15 British planes, but declared the 
pilots of eight were safe. 


(In Berlin, British losses for the 


(Turn to Page Two.) 


1ARBORS AND NAVAL BASES FIRED 


IIQUE FROM BERLIN STATES 


By Tha Associated Press 


Berlin, Sept. 3—Clouds of smoke 


and flame were reported shooting 
more than a mile high over four 
of England's naval bases and har- 
bors today by 
German 
airmen 


who returned from night attacks 
marking the start of a second year 
of war with Britain. 
Smoke was shooting 6,500 
feet 


imo the air over Bristol, 
south- 


east England port, the fliers said. 
They mentioned Swansea and Car- 


diff, both in Wales, and the- great 
south England 
naval 
base of 


Portsmouth as places where other 
fires as big had been started by 
their bombs. 


In addition, the High Command 


sard, four ether of Britain's most 
important harbors and naval bases 
—Liverpool, Plymouth, 
Portland 


and Poole—were heavily attacked 
and with the aim of 
destroying 


warehouses and piers. 
(Turn to i^age Two) 


REICH FORCES PLAN TO TAKE OVER 


IRDER PROTECTION IN BALKANS 


GUARD KILLED 


BY FUGITIVES IN 


N ESCAPE 


Plans Are Laid For 
The Mobilization Of 
Pennsylvania Troops 


Bucharest, Sept. 
3— (&)— Ger- 


msn motorized divisions will take 
over on Sept. 15 protection of Ru- 
mania's south 
Bucovina 
border, 


newly formed by Rumania's ces- 
sion of north Bucovina to Soviet 
Russia, informed sources said to- 


av-This first 
line 
of 
defense 


against the possibility of any fur- 
ther Russian penetration in that 


iea, they said, will be centered 
at Vatra Donei, with Rumania's 
own forces dropping back to form 


second line in the vicinity of 


Piatra Neant. 


The reported date for German 


forces to "take over is two 
days 


after 
Hungarian 
occupation of 


northern Transylvania, ceded 
by 


Rumania under the Axis' dictate, 
is slated to be completed. 
Both Rumanian government and 


rfmi-official German sources said 
suong Nazi forces would be sup- 
plemented by some Italians as a 


token of Axis collaboration in the 
guarantees 
given 
King Carol's 


country in the Vienna arbitration 
last week. 


From border towns came re- 


ports of sporadic armed 
clashes 


with many 
injuries 
and 
some 


deaths. 


A similar- message came from 


Little Old Lady Views 


War From Front Seat 


A Southeast Coast English 


Town, Sept. 3— (/P)— A little 
old lady who scorns shelter is 
the air raid mascot 
of Rope 


Walk, Dover's front line 
in 


Nazi aerial assaults. 


"Nothing can happen to us 


while she's here," her neigh- 
bors say. 


From a window in her cot- 


tage she watched the air bat- 
tles over the English channel. 
Efforts lo get her to abandon i 
her grandstand seat for 
the 


war have been unavailing de- 
spite showers of bullets. 


"I'm well over 70,'' she says. 


"I want to see the fun—all of 
it. My time will come when it 
must.'" 


General Mihai Corniciu, former 
minister of war, who also is sta- 
tioned on the Transylvania fron- 
tier. 


At Cluj, ancient 
capital 
of 


Transylvania, the Rumanian peas- 
ant leader Julius Mamu, ardent op- 
ponent of the cession agreement 
dictated at Vienna last week by 
Germany and Italy, was reported 
to be rallying his followers 
for 


armed resistance. 


At Brasov, scene of some of the 


most violent weekend 
disorders, 


thousands of persons knelt in the 
public square and took an oath 


(Turn to Page Two) 


W1LLKIE HOLDING 


MANY CONFERENCES 


Cummins Prison Farm, Aik, 


Sept. 3—(j3P)—Grim posses in wrde- 
ly separated sections of Arkansas 
and Louisiana pressed a hot chase 
today for scattered members of s 
band of 36 convicts who killed a 
guard and wounded another in a 
Labor Day escape from the Ar- 
kansas penitentiary here. 


Two of the escaped men were 


captured 
after* a 30-mmute gun 


battle at Garland City in south- 
western Arkansas early today. No 
one was injured. 


A band of five armed convicts, 


cornered along a highway near Co- 
lumbia, La., killed Frank Gartnian, 
a posseman, while using three 
youthful hostages as shields. 


The convicts, surrounded in a 


clump of trees two miles northeast 
of Columbia, still had with them 
the two girls and a boy who were 
abducted yesterday when the men 
took their automobile at Rayville, 
La. 


Gartman, Columbia automobile 


dealer, was shot and killed when, 
as a citizen-deputy, he approached 
the parked automobile of the con- 
victs shortly after midnight. 


The break, biggest in Arkansas 


penal history, was led by four of 
these prison guards and four pris- 
oners from the ranks. 
The break 


started in a pea field, far from the 
main prison camp, while a picking 
crew of 134 rank men and 10 
guards relaxed after the noon meal. 


The four renegade trusties began 


disarming 
their 
fellow 
guards 


quietly, but violence broke when 
Frank Conley, 34, a rank man serv- 
ing 21 years for robbery and kid- 
naping, attacked Troy Wade, a 
shotgun-armed guard, with a knife. 


When Claude Martin, 41, another 


guard, started to lift his rifle, Con- 
ley seized Wade's gun and shot 
and killed Martin, prison authori- 
ties said 


The other six guards then sur- 


rendered their weapons. 


The group of five convicts com- 


mandeered a car at Gould, Ark, 
occupied by Mr. and Mrs. Frank 
Horsfall, of Little Rock, and drove 


(Turn to Page Nine T 


Hamsburg, Sept. 
Z—(*P)—The 


quickenmg tempo of national de- 
fense set Pennsylvania anti-ail-- 
craft gunners to winding up their 
personal affairs today in prepara- 
tion for extended active service, 
while most of the state's cavalry- 


PLANE DISASTER 
HEADS LIST OF 
HOLIDAY DEATH 


PASSAGE IS CERTAIN 


ALL LEADERS AGREE 


The 


By The As^oc alsd Prets 
nation counted 514 violent 


deaths today for 
the 
three-day 


men resigned themselves to becom- {Labor Day holiday—147 more than 
ing "monkey-wrench soldiers" 


Colonel Charles C. Curtis and 


aides of the 213th Coast Artillery 
laid plans for mobilizing that regi- 
ment and recruiting several hun- 
dred men before responding 
to 


President Roosevelt's call to active 
duty at Virginia Beach, Va., Sept. 
16 


Besides increasing its strength 


f)om the present 1,187 men to 1,- 
450, 
the anti-aircraft unit 
must 


seek replacements for officers and 
men beneath the rank of captain 
who may resign in order to assure 
continued support of dependents 


(Turn to Page Hine) 


EX-GONVICT IS 
KILLED BY MAN 
VICTIM IN HOLDUP 


Ebensburg, 
Sept. 
3—(?P)- 


State Motor Polrce questioned a 
22-year-old Houtzdale woman to- 
day about details of a series of 
holdups and automobile thefts ;n 
seven western Pennsylvania coun- 
ties climaxed by the fatal shoot- 
ing of her brother-in-law, Frank 
Selvage, 27, a paroled convict. 


State Policeman Leon Gage said 


Selvage was shot at Nanty-Gio 
Saturday night by a holdup vic- 
tim, Andrew Meszaros, 19. Wound- 
ed in the liver, Selvage died in an 
Ebensburg hospital yesterday. 


Gage described the shooting a"5 


follows: 
Selvage 
and his sister-in-law, 


Catherine Selvage, held up Mes- 
zaros and forced him at gun point 
to drive them several miles out of \ 
Nanty-Glo. 
Selvage attempted lo 


tie up the youth, but Meszaros 


(Turn to Page Nine) 


were tabulated for the same per- 
iod a year ago 


Motor vehicle 
deaths 
number 


325 greate/ by 97 than those of 
last Labor Day weekend. 


Deaths from other causes 
to- 


talled 189, including the 25 who 
died Saturday in the crash of an 
airliner in Virginia. 


New York and Illinois with 32, 


California with 24, Michigan and 
Ohio wi'li 21 aod 
Pennsylvania 


jwith 18, led the nation in automo- 
bile fatalities. 


As Pennsylvania observed lab- 


or's annual holiday with paiades, 
mass meetings and sports events, 
fair Weather lured tnousands onto 
highways ringing up a heavy toll 
of death and iniury. 


For most of the state the holi- 


day brought the first interruption 
in a week-long spell of ram 


At 
Pittsburgh 
25,000 pel-sons 


(Turn To Page Nine; 


Washington, 
Sept. 
3— (.T') — 


Membeis oi the House military 
committee said today they had ap- 
proved an amendment to the mili- 
tary conscription bill to permit 
the' government to take over, on 
a rental basis, industrial plants for 
production of defense materials. 


An amendment, reported to have 


been accepted by a close vote, was 
a substitute for a Senate provision 
which would authorize the govern- 
ment to condemn and take over 
and operate such plants. 


Sponsored by Rep. Smith 
CD- 


Conn ), 
the 
house 
committee's 


modification would authorize the 
government to place an order for 
defense supplies which a company 
would be required to fill 


If the concern refused the con- 


tract, the government would pio- 
ceed to operate the plant, produre 
supplies and pay "fair and just" 
compensation or icntal. 


The House opened debate today 


on the precedent-breaking ques- 
tion of peacetime conscription with 
both friend and foe of the legis- 
lation in viitual agreement on what 
tlip decision would be on the final 
roll call 


A two-to-one victory was the 


By Trio nDrocUlfd Prc'.i 


Labor's pledge of loyal coopei - 


ation in the national cleiense eC- 
jort was stiessed yesterday 
as 


the country observed labor's an- 
nual holiday, but the pledge was 
accompanied by vigorous expies- 
sions of union opposition to peace- 
time conscription. 


The txvo big 
union 
chieftains, 


William Green of AFL and John 
L. Lewis of CIO, both repeated 
their 


High Court Convenes 


In Air Raid Shelter 


London, Sept. 3—-(/P)—The 


fust legal case in British his- 
tory ever tiied in an air raid 
shelter was written into 
the 


lecord today. 
A high 
court 


judge adjourned 
underground 


with witnesses and banisters 
when warning 
si tens inter- 


j-upted s hearing 


King Geoigc also set a pre- 


redeni by bestowing decora- 
tions or a number of Royal 
Air Foicc men and naval of- 
ficers, four of them Canad- 
ians daring the alarm. 


Lord Beaverbrook, minister 


of sncraft 
production, 
was 


present to see his son, Max- 
well 
Aitken, 
a 
Royal 
Air | 


Force squadron leader, icceive j 
a distinguished 
flying 
cioss j 


from the king. 
I 


foi ecast 
of Rep 


chairman of the 


(Tuin to JP 


May 
House 


(D-Ky ), 
military 


DISCOVERER OF 


CARUSO DIES IN 


FERRARA, 
ITALY 


NP-/ 
Yoik, 
Sept. 
3—(VPi - 


Giuho Gatti-C,)<3azzj, 
whose 
27- 


year-old tenuif as manager of the 
Metropolitan 
Opera 
Company 


made the American 
organization 


one of the foremost grand opera 
companies of Ihe world, is dead 


Discoverer of Caruso, Chaliapm 


'and other erreat 
singers 
of 
the 
| era 
th" 
7]-year-o]d impresario 


[died in letirement Sunday at his 


I ancestral home in Ferrara, Italy, 


| j where he was buried yesterday. 


i | Because of his death-bed request 


I | announcement of his death 
and 


I jbuna 1 was withheld until after the 


funeral. 


He was general manager of the 


Metiopolitan from 3908 to 1935. 


labor 


assurances that 
could be counted 


organized 
on t o do 


ONGRESS 


Message Read in House Ex- 


plains 
Agreement Be- 


tween United States and 
Great Britain Under 
Which This Country 
Leases Possessions in 
North and South Atlantic 
And 
Transfer 
of De- 


stroyers 


"SENTIMENTAL TOUR" 


COMPLETED TODAY 


Washington, Sept. 3 -(AM—Pre- 


sident Roosevelt notified congress 
.oday of an agieement between the 
United States and Gieat Britain 
under which this country will lease 
raval and an bases in British pos- 
sessions in the north and south At- 
lantic and ttansfei 50 ovei-age de- 
stioycis to Gicat Britain. 


The United States will acquire 


naval and air bases in Newfound- 
land and in the islands of Bei- 
mucla, the Bahamas, Jamaica, St. 
Lucia, Trinidad, and Antigua, and. 


its part in the vast rearming pro- 
giam. 


Both likewise 
were 
outspoken 


against the conscription legislation 
now halt way through congress. 


Secretary of Labor 
Perkins, 


meanwhile, reported in a Boston 
address last night that non-agri- 
culture employment 
had gained 


more than 1,000,000 in the 
last 


year, and was now come 9,000,000 
greater than m 1933. She forecast 
a continued increase m the num- 
bei of jobs because of defense 01 ti- 
ers 


Green, delivering his Labor Day 


message at Denver, 
and Lewis, 


speaking from Washington, voiced 
the common belief that consn ipt- 
ion would be unnecessaiy 
if the 


army offered the inducements of 
a shoiier enlistment 
term 
and 


higher pay to voluntary iccruits. 


The possibility of getting 
the 


necessary manpower ijy "voluntary 
enlistments, Green said, "must be 
given a fair tual iust " 


Lewis, in a similar vein, declar- 


ed that there was "something sin- 
ister about the attempt to force 
conscription upon our nation, with 
no revelation of the purposes for 
which conscription 's sought." 


A. F. Whitney, president of the 


Brotherhood of Raihoad Trainmen, 
told a Chicago audience that labor- 
interests^ were 
endangered 
by 


"those who are 
attempting 
to 


twist the virtues of national de- 
fense mto a plan for destroying 
the gams which labor has made." 


On the 
othei .hand, 
Senator 


(Tin-n in Pa<je Nine) 


in BriLish Guiana, 


"The tight 
1o 
bases in New- 


Madame Frances Alda, the opera 


'singer, received word of the death 


j of her former husband, from whom 
! 
(Turn to Pag* Two 


Airplane Comes Into Its Own In First Year of the War 


Rushville, Ind., Sept. 3 


Wendell L. Willkie began today a 


j series of 
political 
conferences 


(which will 
culminate 
Thursday 


'with a campaign meeting of Re- 
publican leaders from 22 eastern 
and midwestern states and the Dis- 
trict of Columbia. 


The 
Republican 
presidential 


nominee worked on campaign ad- 
dresses 
yesterday, 
talked 
with 


friends and appeared occasionally 
on his front porch 
to wave 
to 


crowds of visitors. 


PUBLISHER 3MED 


Great Neck, N. Y., Sept. 3—(/P) 


—Charles E. Bloch, 78, president 
of the Bloch Publishing Company 
of New York, oldest Jewish pub- 
lishing firm in the English-speak- 
ing world, died yesterday 


BY PAUL K. LEE 
By the Associated Press 


The European war got fully un- 


derway a jear ago today to the 
thunder of bomb blasts and air- 
plane motors—the leitmotif in 
a 


drama of death 
and 
desolation 


which already has altered the face 
of a continent. 


It was on Sept 3, 1939, that 


Great Britain and Fiance declared 
war on Germany, fulfilling their 
pledges to Poland, uhich the Nazi 
military machine had invaded two 
days earlier. 
Now Britain stands alone against 


the onrush of a Germany abetted 
since June 10 by Fascist Italy. 


Poland, Denmark, Norway, the 


Netherlands, 
Belgium, 
Luxem- 


bourg and finally France have fal- 
len under German rule within the 
past year. 


As "sideshows" to 
the 
main 


theater of action Latvia, 
Lithu- 


ania and Estonia have been swal- 
lowed up by Soviet Russia; Fin- 
land has lost much territory and 
a measure of free movement to 
Russia, and Rumania has been dis- 


By The Associated Pre;s 


A year ago ioday Great Bruain and Fiance declared wai on 


Germany because of her invasion of Poland 
Key events of that 


day 


Great Britain—Piime Mimstei Chamberlain announces war 


declaration and says "I trust I may live to see the day when 
Hitlerism has been destroyed" False air laid alarm sounds in 
London 
British liner Athenia, cariying 3,347 person?, torpedoed 


off Scotland, with 112 fatalities. 


France—Sends another ultimatum to Germany to withdraw 


from Poland, then joins Britain as ally: 8,000,000 Frenchmrn move 
eastward. 
Germany—Adolf Hitler rejects all ultimatums. Nazi forces 


drive deep into Poland. 
Poland—Reports 1,500 killed m air attacks in first two days 


of invasion. 
United States—President Roosevelt prepares neuttaiity proc- 


lamation, but says "I cannot ask that every American remain 
neutral in thought as well." 
Italy—Maintains position as neutral benevolent to Germany. 


with Greece it fraught with possi- she used it to terrify and seize 
bihties. 
Denmark with a brief 
show of 


In the war itself the airplane foice, and to smash ihe low coun- 


has played a new 
role 


Germany used 


cmsh P^lspd in '' 


and dominant I t'JSS and force a faltering France 
to accept a dolorous peace. 


to ' 
>"ow she is using it in the bur- 


British in turn ate using 
it in 


their fight for life 


Estimates of 
persons 
dead, 


wounded and 
rousing 
already 


iangc. from about 3,300,000 to 5,- 
300.000. with the final toll likely 
to be found only in the histoiv 
books of a latei generation 


Reasonable figures on meichant 


and warship sinkings of all belli- 
gerents and neutrals total more 
than 3,075,655 tons. 


The losses 
in tanks 
and 
big 


guns are inestimably great Brit- 
ain, for example, 
acknowledged 


j loss of all her motorized 
equip- 


ment and most of her field pieces 
in the 
desperate 
retreat 
from 


'Flanders late m May and eaily 
in June. 


Economic and non-military pro- 


perty losses are as yet not even 


I a subject for guesswork. 


Yet the final key to Europe's 


fate may lie not in these losses 
but in the 
destruction 
of war- 


planes and the men who operate 
them. 


Tt is in this very field that the 


the 
plane 


s* than am 


and admissions of 
iTijvri <Q Pa <>•« Tpn i 


DAM MENACES 
JERSEY TOWN 


Millville, N. J., Sept. 3— (VPj— 


Thousands of tons of water pressed 
relentlessly today against a 73-year- 
old concrete and earthen dam pro- 
tecting this factory town of 18,000 
fiom flood-swollen 
Union Lake 


Moie than 400 families left their 
homes in fear 
the dam 
would 


bieak 


Five hundied volunteers worked 


throughout the night reinforcing 
the structure with sandbags as the 
water continued to rise 


Atop the 80-foot-long structure 


eight state tioopers kept a night- 
long vigil with rocket flares to sig- 
nal townspeople at the first sign of 
danger. 


Swelling the lake to nearly twice 


its normal capacity of three and a 
half 
million gallons, the water 


reached a crest early today and 
began receding slowly 
At seven 


a. m. (AED) observeis reported it 
had gone down 17 inches. 


During the night the tremendous 


pressure bulged the dam outward 
more than three mche? along a 
great part of its length. 


Traffic between the east and west 


sides of Millville, located in south- 
central New Jersey about 60 miles 
from Philadelphia, was cut off be- 
fore midnight when the Maurice 
river washed out "5oth approaches 


fTurn To Page Nine) 


foundland and Bermuda aie gif?s - 
generously and gladly )eceived," 
the president said in a special mes- 
Ga?,e, 


"The other bases mentioned have 


been acquiiecl in exchange for 50 
of our overage destroyers." 


The president disclosed an opin- 


ion by Attorney General Jackson 
dated August 27, 1940, "regarding- 
my authority to consummate this 
auan°emcnt". 


Jackson said Ihp 
arrangement 


"may be concluded 
as an execu- , 


trve ag i cement, elf active without 
wailing ratification." 


The senate was not in session to- 


day, 
<?o the message went only to 


Uie house, meeting to debate the 
Senate-approved conscription bill. 


Mi Roosevelt said that the ai - 


rangement with Britain was effect- 
ed in nn exchange of notes between. 
Loid Lothian, ihe British amba?- 
sadoi, and Secietaiy of State Hull 
on September 2. 


If 
'is noL inconsistent in 
anv 


sense with 0111 status of peace," ha 
said. 


"Still Ic.ss is it a tin eat against 


any nation," he continued. "It is 
an epochal and faj -reaching acl; 
of piepaiation for continental de- 
Cense in the face of grave dangei. 


"Preparation for defense is aa 


inalienable prerogative of a Sov- 
ereign state. 
Under present cir- 


cumstances this exercise of sover- 
eign right is essential to the main- 
tenance of our peace and safety. 
This is the most important action 
in the i eenforoemcnt of our nati- 
onal defense that has been taken 
since the Louisiana purchase. Then 
as now, considerations of safety" 
tiom overseas attack were funda- 
mental " 


The value to the western hemi- 


sphere of these outposts of security 
"is beyond calculation," the chief 
executive stated. 


"Their need has long been rec- 


ognized by oui country," he said. 
"and especially by those primarily 
charged with the duty of charting1 
and organizing our own naval ami 
military defense 


(Turn To Page Nine) 


Martin Asks Inquiry 


Into Costs of Trip 


\NNI\nERSARY SERVICE 


London, Sept. 3— (/P)— While the 


air battle over London progressed, 
Prime Minister Winston Churchill 
and his cabinet ministers attended 
today in Westminster Abbey a ser- 
vice commemorating the first anni- 
versary of the war. 
ternoon sun slanted 


The late af- 
through the 


tall windows and in the distance 
could be heard the faint booming 
r*f j "Vjr; t»n^i SMTyrpff min" 


Washington, Sept. 3—(^)—A 


senatorial investigation has been 
demanded by Chairman Joseph W. 
Martin, Jr, of the Republican na- 
tional committee, to determine JH 
President Roosevelt's trip to tha. 
Tennessee Valley was paid for out 
of public funds 


"Is the cost of his special^ train 


and his staff of aides being cfiarged 
to the United States treasury, or, 
as it should be, to the Democratic 
national committee?" Martin asked 
yesterday in a statement. 


The Democratic national com- 


mittee made no immediate reply,' 
and Stephen Early, White House 
secretary aboard the president's 
special tram, said: "It is a non- 
political tnp." 


Mr. Roosevelt spoke yesterday at 


Chickamauga, Tenn., dedicating a 
dam in the TVA system, and Mar- 
tin contended the speeches were 
political—a part of the president's 
campaign for reelection, 


Martin said that the senate com- 


mittee for investigation of cam- 
paign expenditures should ascer- 
tain who paid for the trip and also 
"should investigate to see what 
other expenses incidental to Mi 
Roosevelt's campaign for reelection 
are paid /or out of government 
fi'nfli -supplied by tiic ^axDvftrs" 


THE WEATHER 


Fair with little chan g e in tem ­ 
perature ton ig ht an d Wedn esday. 


W arren temp.: Hig h 69 , low 56. WARREN TIMES-MIRROR 


The On ly Paper in Man y Hom es— The On "- Paper în Most Homes 


GOOD EVENING 
Man y W arren folks could n ot 
have been more exhausted today 
had Mon day been a ‘ labor” day in ­ 
stead of a. holiday. 


V O L U M E 
F O R T Y - O N E 
W A R 
R 
E N 
P A . 
T V E S D A V 
M B E R 
V \ l I 0 E 
T I I R E E 
0 E N T S 
PUNS FOR LEASING AIR BASES DISCLOSED 
Brita in Cla ims Na zis Tro unced in Do v er 
Ba t t le PRESIDENT 


NUMEROUS ATTACKS 
REPORTED REPULSED; 
CLASHES IN RUMANIA 


By T he A ssociated Pre*» 
Beg in n in g secon d year of the w ar: 
German s claim m astery of the air, expect en d of Britain in few 
mon ths at most. 
British, ackn owledg in g they were n eai defeat a few 
mon ths ag o, expect turn in g poin t in secon d year. 
The air w ar: 
Hu°e air battles foug ht over southeast coast, German formation s 
broken up as Lon don has 37th air raid alarm of war; n ortheast Scot­ 
lan d attacked; British bombers surg e over chan n el for n ig ht attack 
aroun d Boulog n e. 
Berlin reports three British plan es shot down in 
n ig ht, raids on German y. 
Swiss have three n ig ht air raid alarms, open fhe on plan es, pre­ 
sumably British. Two killed, 15 in jured in British raid on Gen oa, Italy 
reports. 
W ar at sea: 
H u°e air attack on British fleet in cen tral Mediterran ean resulted 
in severe damag e to battleship, aircraft carrier, cruiser an d destroyer, 
Italian s say. British report declin e in weekly shippin g loss sin ce May 27. 
The Balkan s: 
Peasan t party leader reported org an izin g resistan ce to Hun g arian 
occupation of Tran sylvan ia. 


GERMANS CENTER AIR ATTACKS ON 


SOUTH EAST ENGLAND AIRDROMES 


Victims o f U. S. Av ia lio n’s Wo rst Cra sh 


■ p p r ^ 
... 


Ern est Lun deen , Farm -Laborite 
isolation ist sen ator from Min n e­ 
sota, who was amon g the 25 
passen g ers an d crew killed when 
a Pen n sylvan ia Cen tral Airlin er 
recen tly crashed n ear Lovetts- 
ville, Va., durin g a. severe elec­ 
trical storm. 


By the A ssociated Pi ess 
Lon don , Sept. 3—Two German 
attem pts to smash throug h Lon ­ 
don ’s 
air defen ses 
failed 
today 
ag ain st the combin ed fire of B rit­ 
ish fig hter plan es an d an ti-aircraft 
g un s. 
The secon d attem pt kept Lon don 
un der air alarm for on e hour an d 
10 min utes, from 2:50 p. m. to 4 p. 
m. (8:50 to 10 a. m. EST). 
British an d German plan es foug ht 
spectacularly over the Thames es­ 


tuary, w aterw ay to Lon don , mark- 
in g the first an n iversary of B rit­ 
ain ’s g oin g to war with on e of the 
con flict’s big g est air battles. 
Observers said at least 300 raid­ 
ers were beaten off. In m id-after­ 
n oon the air min istry an n oun ced 
23 attackin g plan es had been de­ 
stroyed. 
It admitted the loss of 
15 British plan es, but declared the 
pilots of eig ht were safe. 
(In Berlin , British losses for the 
(Turn to Pag e Two.) 


H ARBORS AND NAVAL BASES FIRED 
COMMUNIQUE FROM BERLIN STATES 


By 
The Associated 
Prens 
Berlin , Sept. 3—Clouds of smoke 
an d flame were reported shootin g 
more, than a mile hig h over four 
of En g lan d’s n aval bases an d har­ 
bors today by 
German 
airmen 
who return ed from n ig ht attacks 
m arkin g the sta rt of a secon d year 
of war with Britain . 
Smoke was shootin g 6,500 
feet 
in fo the air over Bristol, 
south­ 
east En g lan d port, the fliers said. 
Thev men tion ed Swan sea an d Car­ 


diff, both in Wales, an d the g reat 
south En g lan d 
n aval 
base 
of 
Portsm outh as places where other 
fires as big had been started by 
their bombs. 
In addition , the Hig h Comman d 
said, four ether of Britain ’s most 
im portan t harbors an d n aval bases 
—Liverpool, 
Plymouth, 
Portlan d 
an d Poole—were heavily attacked 
an d with the aim 
of 
destroyin g 
warehouses an d piers. 
(Turn to I-ag e Two) 


REICH FORCES PLAN TO TAKE OVER 
BORDER PROTECTION IN BALKANS 


Bucharest, Sept. 
3— (JP)—Ger­ 
man motorized division s will take 
over on Sept. 15 protection of Ru­ 
m an ia’s south 
Bucovin a 
border, 
n ewly formed by Rum an ia’s ces­ 
sion of n orth Bucovin a to Soviet 
Russia, in formed sources said to­ 
day. 
This first 
lin e 
of 
defen se 
ag ain st the possibility of an y fur­ 
ther Russian pen etration in that 
area, they said, will be cen tered 
a t V atra Don ei, 
with 
Rum an ia’s 
own forces droppin g back to form 
a secon d lin e in the vicin ity of 
P iatra Nean t. 
The reported date for German 
forces to take over is two 
days 
after 
Hun g arian 
occupation 
of 
n orthern Tran sylvan ia, ceded 
by 
Rum an ia un der the Axis’ dictate, 
is slated to be completed. 
Both Ruman ian g overn men t an d 
semi-official German sources said 
stron g Nazi forces would be sup­ 
plemen ted by some Italian s as a 


token of Axis collaboration in the 
g uaran tees 
g iven 
Kin g Carol’s 
coun try in the Vien n a arbitration 
last week. 
From border 
town s 
came 
re­ 
ports of sporadic 
armed 
clashes 
with man y 
in juries 
an d 
some 
deaths. 
A sim ilar messag e came from 
Gen eral 
Mihai 
Corn iciu, 
former 
m in ister of w*ar, who also is sta­ 
tion ed on the Tran sylvan ia fron ­ 
tier. 
At Cluj, an cien t 
capital 
of 
Tran sylvan ia, the Ruman ian peas­ 
an t leader Julius Man iu, arden t op­ 
pon en t of the cession ag reem en t 
dictated at. Vien n a last week by 
German y an d Italy, was reported 
to be rallyin g his followers 
for 
armed resistan ce. 
A t Brasov, scen e of some of the 
most violen t 
weeken d 
disorders, 
thousan ds of person s kn elt in the 
public square an d took an oath 
(Turn to Pag e Two) 


GUARO KILLED 
BY FUGITIVES IN 


PRISON ESCAPE 


Cummin s 
Prison 
Farm, 
Ark., 
Sept. 3—(¿P)—Grim posses in wide­ 
ly separated section s of A rkan sas 
an d Louisian a pressed a hot chase 
today for scattered members of a 
ban d of 36 con victs who killed a 
g uard an d woun ded an other in a 
Labor Day escape from the A r­ 
kan sas pen iten tiary here. 
Two of the escaped men were 
captured after a 30-min ute g un 
battle at Garlan d City in south­ 
western A rkan sas early today. No 
on e was in jured. 
A ban d of five armed con victs, 
corn ered alon g a hig hway n ear Co­ 
lumbia, La., killed Fran k Gartm an , 
a 
posseman , 
while 
usin g 
three 
youthful hostag es as shields. 
The con victs, surroun ded in a 
clump of trees two miles n ortheast 
of Columbia, still had with them 
the two g irls an d a boy who were 
abducted yesterday when the men 
took their automobile at Rayville, 
La. 
Gartman , Columbia automobile 
dealer, was shot an d killed when , 
as a citizen -deputy, he approached 
the parked automobile of the con ­ 
victs shortly after midn ig ht. 
The break, big g est in A rkan sas 
pen al history, was led by four of 
these prison g uards an d four pris­ 
on ers from the ran ks. 
The break 
started in a pea field, far from the 
main prison camp, while a pickin g 
crew of 134 ran k men an d 10 
g uards relaxed after the n oon meal. 
The four ren eg ade trusties beg an 
disarmin g 
their 
fellow 
g uards 
quietly, but violen ce broke when 
Fran k Con ley, 34, a ran k man serv­ 
in g 21 years for robbery an d kid­ 
n apin g , attacked Troy Wade, 
a 
shotg un -armed g uard, with a kn ife. 
When Claude Martin , 41, an other 
g uard, started to lift his rifle, Con ­ 
ley seized W ade’s g un an d shot 
an d killed Martin , prison authori­ 
ties said. 
The other six g uards then sur­ 
ren dered their weapon s. 
The g roup of five con victs com­ 
man deered a car at Gould, Ark., 
occupied by Mr. an d Mrs. Fran k 
Horsfall, of Little Rock, an d drove 
(Turn to Pag e Nin e» 


$ « * 
Stewardess Carson 
Captain Scrog g in s 
(NEA Telephoto i 
Killed in stan tly when a Pen n sylvan ia Cen tral Airlin es tran sport 
crashed durin g a severe thun derstorm n ear Lovettsville, Va., were the 
pilot, Captain Lowell Scrog g in s, of Washin g ton , an d Stewardess M ar­ 
g aret Carson , of Pittsburg h. 
The 25 fatalities 
22 passen g ers an d 
three crew m em bers- were the hig hest in the history of American 
commercial aviation . 


Pkns Are Uid Forj PLANE DISASTER 
the Mo biliza tio n Orj , | P i n n . | P T « r 
Pennsy lv a nia T r o o p s 1 
Ht AU 5 U 5 I UT 


Harrisburg , Sept. 3 
(JP)—1The 
quicken in g tempo of n ation al de­ 
fen se 
set 
Pen n sylvan ia 
an ti-air­ 
craft g un n ers to win din g up their 
person al affairs today in prepara­ 
tion for exten ded active service, 
while most of the state’s cavalry­ 
men resig n ed themselves to becom­ 
in g “mon key-wren ch soldiers.” 
Colon el Charles C. Curtis an d 
aide3 of the 213th Coast Artillery 
laid plan s for mobilizin g th at reg i­ 
m ent an d recruitin g several hun ­ 
dred men before 
respon din g 
to 
Presiden t Roosevelt’s call to active 
duty at Virg in ia Beach, Va., Sept. 
16. 
Besides in creasin g its stren g th 
from the presen t 1,187 men to 1,- 
450, the an ti-aircraft un it 
must 
seek replacemen ts for officers an d 
men ben eath the ran k of captain 
who may resig n in order to assure 
con tin ued support of depen den ts. 
(Turn to Pag e Nin e) 


EX-CONVICT IS 
KILLED BY MAN 


VICTIM IN H OLDUP 


Eben sburg , 
Sept. 
3 — (/P)- 
State Motor Police question ed 
a 
22-year-old 
Houtzdale woman to­ 
day about details of a series of 
holdups an d automobile thefts in 
seven western Pen n sylvan ia coun ­ 
ties climaxed by the fatal shoot­ 
in g of her brother-in -law, Fran k 
Selvag e, 27, a paroled con vict. 
State Policeman Leon Gag e said 
Selvag e was shot at 
N a nty -G lo 
Saturday n ig ht by a holdup vic­ 
tim, An drew Meszaros, 19 . Woun d­ 
ed in the liver, Selvag e died in an 
Eben sburg hospital yesterday. 
Gag e described the shootin g a« 
follows: 
Selvag e 
an d 
his 
sister-in -law, 
Catherin e Selvag e, held up Mes­ 
zaros an d forced him at g un poin t 
to drive them several miles out of 
Nan ty-Glo. 
Selvag e attem pted to 
tie up the 
youth, but 
Meszaros 
(Turn to Pag e Nin e) 


H OLIDAY OEATH S 


By Tlit" Associated P m s 
The n ation coun ted 514 violen t 
deaths today for 
the 
three-day 
Labor Day holiday- 147 more than 
were tabulated for the same per­ 
iod a year ag o. 
Motor vehicle 
deaths 
n umber 
325 g reater by 9 7 than those 
of 
l last Labor Day weeken d. 
Deaths from other causes 
to- 
i tailed 189 , in cludin g 1he 25 who 
jdied Saturday in the crash of an 
| airlin er in Virg in ia. 
New York an d Illin ois with 32, 
Californ ia w ith 24, Michig an an d 
Ohio with 21 
an d 
Pen n sylvan ia 
with 18, led the n ation in automo­ 
bile fatalities. 
As Pen n sylvan ia observed lab­ 
or’s an n ual holiday with parades, 
mass meetin g s an d sports even ts, 
I'n ir w eather lured thousan ds on to 
hig hways rin g in g up a heavy toll 
of death an d in jury. 
For most of the state the holi­ 
day broug ht the first in terruption 
in a week-lon g spell of rain . 
A t 
Pittsburg h 
25,000 
person s 
(Turn To Pag e Nin e) 


Hig h Co urt Co nv enes 


In Air Ra id Shelter 


Lon don , Sept. 3 -(/P) 
The 
first leg al case in British his­ 
tory ever tried in an air raid 
shelter was w ritten in to 
the 
record today. 
A hig h 
court 
judg e adjourn ed 
un derg roun d 
with witn esses an d barristers 
when 
warn in g 
siren s 
in ter­ 
rupted a hearin g . 
Kin g Georg e also set a pre­ 
ceden t by 
bestowin g 
decora­ 
tion s on a n umber 
of Royal 
Air Force men an d n aval 
of­ 
ficers, four of 
them 
Can ad­ 
ian s durin g the alarm. 
Lord Beaverbrook, m in ister 
of aircraft 
production , 
was 
presen t to see his 
son , Max­ 
well 
Aitken , 
a 
Royal 
Air 
Force squadron leader, receive 
a distin g uished 
flyin g 
cross 
from the kin g . 


CHANGE IN 
MEASURE 
APPROVED 


Members o f Ho use Milita ry 


Co mmittee 
Sta te 
I hey 


Ado pted a n Amendment 


To the Co nscriptio n Bill 


lo Permit the Go v ern­ 


ment to Ta ke Ov er, o n 


Renta l Ba sis, Industria l 


Pla ns fo r Pro ductio n o f 


Defense Ma teria ls 


PASSAGE IS CERTAIN 


ALL LEADERS AGREE 


Washin g ton , 
Sept. 
3 
(/P) 
Members of the House military 
committee said today they had ap­ 
proved an amen dmen t to the mili­ 
tary con scription 
bill to perm it 
the g overn men t to take over, on 
a ren tal basis, in dustrial plan ts for 
production of defen se m aterials. 
An amen dmen t, reported to have 
been accepted by a close vote, was 
a substitute for a Sen ate provision 
which would authorize the g overn ­ 
men t. to con demn an d take over 
an d operate such plan ts. 
Spon sored by Rep. Smith 
( D- 
Con n .), 
the 
house 
committee’s 
modification would authorize 
the 
g overn men t to place an order for 
defen se supplies which a compan y 
would be required to fill. 
If the con cern refused the con ­ 
tract, the g overn men t would pro­ 
ceed to operate the plan t, produce 
supplies an d pay "fair an d just” 
compen sation or ren tal. 
The House open ed debate today 
on 
the 
preceden t-breakin g ques­ 
tion of peacetime con scription with 
both frien d an d foe of the leg is­ 
lation in virtual ag reem en t on what 
the decision would be on the fin al 
roll call. 
A two-to-on e victory was the 
forecast 
of Rep. 
May 
(D-Ky.), 
chairman of the House military 
(Turn to Pa g e I.m et 


DISCOVERER OF 
CARUSO DIES IN 


FERRARA. ITALY 


King Ca ro l is Lo sing 


Weig ht Under Stra in 


Bucharest, Sept. 
3 
(,P> 
In formed sources said 
today 
Kin g Carol had lost 33 poun ds 
sin ce Soviet Russia 
marched 
in to Bessarabia July 1. 
Foreig n 
M in ister 
Mihail 
Man oilescu suffered a n ervous 
breakdown after the 
decision 
of the arbitration 
con feren ce 
last, week 
to cede 
n orthern 
Tran sylvan ia 
lo Hun g ary, il 
was disclosed by 
a physician 
who accompan ied him back to 
But ha res I:. 


LABOR LEADERS 
PLEDGE UNIONS 
TO AID DEFENSE 


New 
York, 
Sept. 
3 
(,-P i 
Giulio Gatti-Casazza, 
whose 
27- 
year-old ten ure as m an ag er of the 
I M etropolitan 
Opera 
Compan y 
made the American 
org an ization 
on e of the foremost g ran d opera 
| compan ies of the world, is dead. 
Discoverer of Caruso, Chaliapin 
i an d other g reat 
sin g ers 
of 
the 
era, 
the 
71 -year-old 
impresario 
died in retirem en t Sun day at his 
an cestral home in Ferrara, Italy, 
where he was buried yesterday. 
Because of his death-bed request 
an n oun cemen t of his death 
an d 
burial was withheld un til after the 
fun eral. 
He was g en eral m an ag er of the 
Metropolitan from 19 08 to 19 35. 
Madame Fian ces Alda, the opera 
sin g er, received word of the death 
of her form er husban d, from whom 
(Turn to Pag « Two i 


Airplan e Comes In to Its O w n In First Year of the W ar 


Little Old La dy Views 


Wa r Fro m Fro nt Sea t 


A Southeast Coast 
En g lish 
Town , Sept. 3— (/P )—A little 
old lady who scorn s shelter is 
the air raid mascot 
of Rope 
Walk, Dover’s fron t lin e 
in 
Nazi aerial assaults. 
“Nothin g can happen to us 
while she’s here,” her n eig h­ 
bors say. 
From a win dow in her cot­ 
tag e she watched the air bat­ 
tles over the En g lish chan n el. 
Efforts to g et her to aban don 
her g ran dstan d seat for 
the 
w ar have been un availin g de­ 
spite showers of bullets. 
“I’m well over 70,” she says. 
“I wan t to see the fun —all of 
it. My time will come when it 
m ust.” 


W1 LLK1 E HOLDING 
MANY CONFERENCES 


Rushville, In d., Sept. 3— ( A?) — 
Wen dell L. Willkie beg an today a 
series of 
political 
con feren ces 
which 
will 
culmin ate 
Thursday 
with a campaig n meetin g of Re­ 
publican leaders from 22 eastern 
an d m idwestern states an d the Dis­ 
trict of Columbia. 
The 
Republican 
presiden tial 
n omin ee worked on campaig n ad­ 
dresses 
yesterday, 
talked 
with 
frien ds an d appeared occasion ally 
on his fron t porch 
to 
wave 
to 
crow’ds of visitors. 


PUBLISHER DIED 
Great Neck, N. Y., Sept. 3— (JP) 
—Charles E. Bloch, 78, presiden t 
of the Bloch Publishin g Compan y 
of New York, oldest Jewish pub­ 
lishin g firm in the En g lish-speak­ 
in g world, died yesterday. 


BY PALL K. LEE 


By the Associated Press 
The European w ar g ot fully un ­ 
derway a year ag o today to the 
thun der of bomb blasts an d 
air­ 
plan e m otors—the leitmotif in 
a i 
dram a of death 
an d 
desolation I 
which already has altered the face 
of a con tin en t. 
It was on Sept. 3, 
19 39 , 
th a t 
Great Britain an d Fran ce declared 
war on German y, fulfillin g their 
pledg es to Polan d, which the Nazi 
m ilitary machin e had in vaded two 
days earlier. 
* 
Now Britain stan ds alon e ag ain st 
j 
the on rush of a German y abetted 
sin ce Jun e 10 by Fascist Italy. 
Polan d, Den mark, Norway, the 
Netherlan ds, 
Belg ium, 
Luxem ­ 
bourg an d fin ally Fran ce have fal­ 
len un der German rule within the ! 
past year. 
As “sideshows” to 
the 
main 
theater of action Latvia, 
L ithu­ 
an ia an d Eston ia have been sw al­ 
lowed up by Soviet Russia; Fin ­ 
lan d has lost much territory an d 
a measure of free movemen t to 
Russia, an d Rum an ia has been dis­ 
membered Italy’s curren t vouarrel 


By T he Associated Pres* 
A. year ag o today G reat Britain an d Fian ce declared war on 
German y because of her in vasion of Polan d. 
Key even ts of that 
day: 
Great Britain —Prim e Min ister Chamberlain an n oun ces war 
declaration an d says “I trust I may live to see the day when 
Hitlerism has been destroyed.” 
False air raid alarm soun ds in 
Lon don . 
British lin er Athen ia, carryin g 1,347 person s, torpedoed 
off Scotlan d, with 112 fatalities. 
Fran ce—Sen ds an other ultimatum to German y to withdraw 
from Polan d, then join s Britain as ally; 8,000,000 Fren chmen move 
eastward. 
German y—Adolf Hitler rejects all ultim atum s; Nazi forces 
drive deep in to Polan d. 
Polan d—Reports 1,500 killed in air attacks in first two days 
of in vasion . 
Un ited States—Presiden t Roosevelt prepares n eutrality proc­ 
lamation , but says “I can n ot ask that every American remain 
n eutral in thoug ht as well.” 
Italy—Main tain s position as n eutral ben evolen t to German y. 


it in 


with Greece is fraug ht w ith possi­ 
bilities. 
In the w ar itself the airplan e 
has played a n ew an d domin an t 
role. 
German y used the 
plan e 
to 
crush. Polan d in less than a moot11' 


she used it to terrify 
an d 
seize 
Den mark w ith a brief 
show 
of 
force, an d to smash the low coun ­ 
tries an d force a falterin g Fran ce 
to accept a dolorous peace. 
Now she is usin g it in the bur­ 
g eon in g battle of Brit?in an d the 


British in turn are usin g 
their fig ht for life. 
Estim ates of 
person s 
dead, 
j woun ded an d 
missin g 
already 
ran g e from about 3,300,000 to 5,- 
¡300.000, with the fin al toll likely 
to be foun d on ly in the history 
books of a later g en eration . 
Reason able fig -ures on merchan t 
an d warship sin kin g s of all belli­ 
g eren ts an d n eutrals total more 
than 3,075,655 ton s. 
The losses 
in tan ks 
an d 
big 
g un s are in estimably g reat. Brit­ 
ain , for example, 
ackn owledg ed 
loss of all her motorized 
equip­ 
m en t an d most of her field pieces 
in the 
desperate 
retreat 
from 
Flan ders late in May an d early 
in Jun e. 
Econ omic an d n on -military pro­ 
perty losses are as yet n ot even 
a subject for g uesswork. 
Yet the fin al key to 
Europe’s 
fate m ay lie n ot in these losses 
but in the 
destruction 
of 
war­ 
plan es an d the men who operate 
them. 
It is in this very field that the 
claims an d admission s of losses 
i Turn to 
p'o Ten 


Hy Tii# wsr.ociated Piet,» 
Labor’s pledg e of loyal cooper­ 
ation in the n ation al defen se ef­ 
fort was stressed yesterday 
as 
the coun try observed labor’s an ­ 
n ual holiday, but the pledg e was 
accompan ied by vig orous expres­ 
sion s of un ion opposition to peace­ 
time con scription . 
The two big 
un ion 
chieftain s, 
William Green of AFL an d John 
L. Lewis of CIO, 
both 
repeated 
their assuran ces that, 
org an ized 
labor could be coun ted on to do 
its pa it in the vast rearmin g pro­ 
g ram. 
Both likewise 
were 
outspoken 
¡ag ain st the con scription leg islation 
n ow hall way throug h con g ress. 
Secretary 
of 
Labor 
Perkin s, 
mean while, reported in a Boston 
address last n ig ht that n on -ag ri­ 
culture employmen t 
had 
g ain ed 
more than 1,000,000 in the 
last 
year, an d was n ow come 9 ,000,000 
g reater than in 19 33. She forecast 
a con tin ued in crease in the n um­ 
ber of jobs because of defen se ord­ 
ers. 
Green , deliverin g his Labor Day 
messag e at Den ver, 
an d 
Lewis, 
speakin g from Washin g ton , voiced 
the common belief that con script­ 
ion would be un n ecessary 
if the 
arm y offered the in ducemen ts of 
a shorter en listm en t 
term 
an d 
hig her pay to volun tary recruits. 
The possibility of g ettin g 
Ihe 
n ecessary man power by volun tary 
en listmen ts, Green said, “must be 
g iven a fair trial first.” 
Lewis, in a. similar vein , declar­ 
ed that there was “somethin g sin ­ 
ister about the attem pt to force 
con scription upon our n ation , with 
I n o revelation of the purposes for 
| which con scription Is soug ht.” 
A. F. Whitn ey, presiden t of the 
Brotherhood of Railroad Train men , 
I old a Chicag o audien ce that labor 
I in terests^ were 
en dan g ered 
by 
. “those who are 
attem ptin g 
to 
twist, the virtues of n ation al 
de- 
I ten se in to a plan for destroyin g 
! the g ain s which labor has made.” 
On the 
other (han d, 
Sen ator 
(Turn i.o Pag e Nin e) 


DAM MENACES 


JERSEY TOWN 


Millville, N. J., Sept. 3 
(^P)— 
Thousan ds of ton s of w ater pressed 
relen tlessly today ag ain st a 73-year- 
old con crete an d earthen dam pro­ 
tectin g this factory town of 18,000 
from 
flood-swollen 
Un ion 
Lake. 
More than 400 families left their 
homes 
in 
fear the dam 
would 
break. 
Five hun dred volun teers worked 
throug hout the n ig ht rein forcin g 
the structure with san dbag s as the 
w ater con tin ued to rise. 
Atop the 80-foot-lon g structure 
eig ht state troopers kept a n ig ht­ 
lon g vig il with rocket flares to sig ­ 
n al town speople at the first sig n of 
dan g er. 
Swellin g the lake to n early twice 
its n ormal capacity of three an d a 
half 
million 
g allon s, 
the 
water 
reached a crest early today an d 
beg an recedin g slowly. 
At seven 
a. m. (AED) observers reported it 
had g on e down 17 in ches. 
Durin g the n ig ht the tremen dous 
pressure bulg ed the dam outward 
more than three in ches alon g a 
g reat part of its len g th. 
Traffic between the east an d west 
sides of Millville, located in south- 
cen tral New Jersey about 60 miles 
from Philadelphia, was cut off be­ 
fore midn ig ht when the Maurice 
river washed out ’)oth approaches 
(Turn To Pag e Nin e) 


NOTIFIES 
CONGRESS 


Messa g e Rea d in Ho use Ex ­ 


pla ins 
Ag reement 
Be­ 


tween United Sta tes a nd 


Grea t B r i t a i n 
Under 


Which 
* his C o u n t r y 


L e a s e s 
Po ssessio ns in 


No rth a nd So uth Atla ntic 
And 
Tra nsfer 
o f 
De­ 


stro y ers 


“ SENTIMENTAL TOUR” 


COMPLETED TODAY 


W ashin g ton , Sept. 3 
t.P) 
Pre­ 
siden t Roosevelt n otified con g ress 
today of an ag reem en t between th« 
Un ited States an d Great Britain 
un der which this coun try will lease 
n aval an d air bases in British pos­ 
session s in the n orth an d south A t­ 
lan tic an d tran sfer 50 over-ag e de­ 
stroyers to Great Britain . 
'Phe Un ited States will acquire 
n aval an d air bases in Newfoun d­ 
lan d an d in the islan ds of Ber­ 
muda, the Bahamas, Jam aica, St. 
Lucia, Trin idad, an d An tig ua, an d 
in British Guian a. 
“The rig ht 
lo bases in New­ 
foun dlan d an d Bermuda are g if?s 
g en erously an d g ladly received,” 
the presiden t said in a special me.--» 
aag e. 
I'he other bases men tion ed havfe 
been acquired in exchan g e for b O 
of our overag e destroyers.” 
The presiden t disclosed an opin ­ 
ion by Attorn ey Gen eral Jackson 
dated Aug ust 27, 19 40, “reg ardin g 
my authority to con summate this 
arran g em en t”. 
Jackson said the 
arran g em en t 
“may be con cluded 
as an execu- < 
live ag reemen t, effective without, 
waitin g ratification .” 
The sen ate was n ot in session to­ 
day, so the messag e wen t on ly 1.0 
the house, meetin g to debate the 
Sen ate-approved con scription bill. 
Mi. Roosevelt said that the a r­ 
ran g emen t with Britain was effect­ 
ed in an exchan g e of n otes between 
Lord Lothian , the British am bas­ 
sador, an d Secretary of State Hull 
on September 2. 
11 
“is n ot in con sisten t 
in an y 
sen se with our status of peace,” h® 
said. 
“Still less is it a threat ag ain st 
an y n ation ,” he con tin ued. 
“It is 
l an epochal an d iar-reachin g act; 
of preparation for con tin en tal de­ 
fen se in the face of g rave dan g er. 
“Preparation for defen se is an 
in alien able prerog ratlve of a Sov­ 
ereig n state. 
Un der presen t cir­ 
cumstan ces this exercise of sover- 
eig n rig ht is essen tial to the m ain ­ 
ten an ce of our peace an d safety. 
This is the most Importan t action 
in the reen forcemen t of our n ati­ 
on al defen se that has been taken 
sin ce the Louisian a purchase. Then 
as n ow, con sideration s of safety 
from overseas attack were fun da­ 
men tal.” 
The value to the western hemi­ 
sphere of these outposts of security 
“is beyon d calculation ,” the chief 
executive stated. 
“Their n eed has lon g been rec­ 
og n ized by our coun try,” he said, 
“an d especially by those primarily 
charg ed with the duty of chartin g 
an d org an izin g our own n aval an d 
military defen se. 
(Turn To Pag e Nin e) 


Ma rtin Asks Inquiry 


Into Co sts o f Trip 


ANNIVERSARY SERVICE 
Lon don , Sept. 3— (JP)—While the 
air battle over Lon don prog ressed, 
Prim e Min ister Win ston Churchill 
an d his cabin et min isters atten ded 
today in W estm in ster Abbey a ser­ 
vice commemoratin g the first an n i­ 
versary of the war. 
The late af­ 
tern oon sun slan ted throug h the 
tall win dows an d in the distan ce 
could be heard the fain t boomin g 
t n r the pn t? aircraft' g un ." 


Washin g ton , 
Sept. 
3— (JP)—A 
sen atorial in vestig ation has been 
deman ded by Chairman Joseph W. 
Martin , Jr., of the Republican n a­ 
tion al committee, to determin e if 
Presiden t Roosevelt’s trip to the 
Ten n essee Valley was paid for out 
of public fun ds. 
“Is the cost of his special train 
an d his staff of aides bein g charg ed 
to the Un ited States treasury, or, 
as it should be, to the Democratic 
n ation al com m ittee?” M artin asked 
yesterday in a statem en t. 
The Democratic n ation al com­ 
mittee made n o immediate reply, 
an d Stephen Early, White House 
secretary aboard the presiden t’s 
special train , said: “It is a n on ­ 
political trip.” 
Mr. Roosevelt spoke yesterday at 
Chickamaug a, Ten n ., dedicatin g a 
dam in the TVA system, an d M ar­ 
tin con ten ded the speeches were 
political—a part of the presiden t’s 
campaig n for reelection . 
Martin said that the sen ate com­ 
mittee for in vestig ation of cam­ 
paig n expen ditures should ascer­ 
tain who paid for the trip an d also 
“should in vestig ate to see what 
other expen ses in ciden tal to Mu 
Roosevelt’s campaig n for reelection 
are paid for out of g overn men t 
Piin rik -implied bv the taxpa Jfers ” 
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While 100 Pairs Last 


TORONTO STOCK SALESMAN GIVEN 
STIFF SENTENCE BY LOCAL COURT 


FRAUD, EMBEZZLEMENT CHARGE 


Eight years in state penal In- 


stitutions, four and a naif in the 
Western Penitentiary and three 
and a half in the Allegheny Coun- 


Workhouse, was the sentence 


handed out this morning by Judge 
D. U. Arird to Goldwyn H. Ander- 
son, 
Toronto stock salesman, on 


six of twelve indictments charg- 
ing fraudulent conversion, larceny 


1 by bailee and 
embezzlement 
by 


agent. 
Anderson has already spent a 


year and a half in the Warren 
county jail after pleading guilty 
to 
charges 
of selling securities 


without being properly registered 


It is alleged by the common- 


wealth that Anderson disposed of 
approximately $98,000 worth of 
securities to Mrs. Clare B. Scho- 
field, of this city, $77,800 of which 
were in a Canadian gold mining 
company. 
Anderson was arrested here ear- 


ly in 1939 by an investigator for 
the State Securities Commission 
and a state policeman after he had 
been asked to return to Warren 
by Lemuel Braddock 
Schofield, 


one-time assistant district attor- 
ney 
of 
Philadelphia, 
ex-public 


safety director and at present as- 
sistant to Attorney General Rob- 
ert H. Jackson. 


He was first charged with fail- 


Stock up on these. They have the 
style of expensive trousers—at a 
fraction of the price! The supply is 
limited, so come early - - FTKST 
COME FIRST SERVED! 


ing to register as a salesman and 
has been in the jail here since. 
Later 
he was indicted for the 


above charges and entered pleas of 
guilty at the June term of court. 


Before 
being 
sentenced 
this 


morning, Anderson made his first 
statement on his own behalf. 


He pointed out that he sold Mrs. 


Schofield over $70,000 worth of 
gold mining stock, but that the 


stock was Itself approved by the 
state securities commission as well 
as the federal Securities Exchange 
Commission. He further said that 
the actual shortage is $17,000 and 
that at various times he has deliv- 
ered to the local woman approxi- 
mately $4,000, including a loan of 
$800. 


Attorney Schofield retaliated by 


admitting that $4,000 had been 
received by his mother, but that 
of the $77,800 in stock only 25 
cents a share went to the com- 
pany, the other half going to "And- 
erson 
and his confederates" in 


commissions. 
The stock sold at 


fifty cents a share. 


Schofield returned to the bar to 


ask that the 
defendant 
receJve 


punishment to fit the crime and 
was about to read what he re- 
ferred to as "arrests of Anderson 
on four previous occasions" when 
he was stopped by 
who stated he had 


Judge Arird, 
no desire to 


hear them. 


On each of the six indictments, 


the charge of fraudulent conver- 
sion was suspended. 


On the first, second and third 


bills, Anderson was sentenced to 
serve not less than a year and a 
half nor more than three years in 
the Western Penitentiary, the sen- 
tences to be cumulative. 
On the 


fourth he was sentenced to a year 
and a half in the workhouse, and 
a year in the same penal institu- 
tion on each of the last two bills, 
these also being cumulative, mak- 
ing a minimum of eight years. 


District 
Attorney 
Joseph 
H. 


Goldstein 
represented 
the com- 


monwealth with Attorney Harold 
S. Hampson appearing for the de- 
fendant. 


ARREST ALLEGED 


CAB THIEF NEAR 
AKELEYJODAY 


With the arrest this morning of 


a 17-year-old youth 
Jamestown and New 


at 
Akeley, 


York State 


Labor Day Observed 


In Quiet Manner by 


Warren Residents 


Harbors and Naval Bases 


Fired Communique From 


Berlin States 


Labor Dav was observed very 


(From Page One) 


The High Command said hang- 


ars and barracks at a string of 
quietly in Waiien, xvjth no celebra- 
rts at Hornchurch, Gravesend, 
tion held and no accidents of any 
^ 
. _ .. 
„ -. 


consequence to mai the day Big- 
gest attraction of the day was the 
football gsrne between Wai ten and 
Srie Academe High schools which 
diew a large crowd 
to 
Russel1 


Field desoii" -in afternoon rain 


There %as A ^en«=ral cessatior 


of business on 
lhe hol.day only 


eating place-; anu a few gmcerv 
stores retnaini.-ig oper 


Large nimibeis of local lesidents 


Look advantage of tlu> jiulidav to 
tnotoj to nea> bv i ea<>, i- although 
rJie afternoon 'am kepi many at 
home. 


Eastchmch and Detlmg, 
all 
in 


southeast England on 
the 
road 


,* inch the air force is attempting 
10 blast to London, were partly de- 
tiojed by fire in yesterday's day 
.aids. 
Armament plants and airports 


n c^ntial England also were at- 


OBITUARY 


police believe they have solved at 
least three recent car thefts. 


Stanley Jerald Carlson, formerly 


of Jamestown, was taken into cus- 
tody at the home of his grand- 
mother near Akeley, waived extra- 
dition and was charged with the 
| unauthorized use of a motor 
ve- 


Ihicle and second degree grand lar- 
ceny Sheriff William Stuart and 
Deputy Sheriff L. E. Linder co- 
operated with Lieutenant Richard 
K. Moynihan and Detective Clif- 
ford Drake, of Jamestown, in mak- 
ing the arrest. 


Acting Chief Nelson stated to- 


day that Carlson had signed 
a 


, statement admitting the theft of a 


i panel truck on August 25, a sedan 
on August 17 and another sedan 
on August 13, two of the vehicles 
being abandoned in Warren county. 


He is reported to have told au- 


thorities that he drove the panel 


Sheffield, Sept 3—Labor Day, truck into a gully in Farmington 


unmarked by community or other , twp t between Lander and Akeley, 
formal observance, was very quiet | ancj a sedan belonging to William 
holiday in Sheffield and passed by | Greenwood was abandoned 
near 


the entrance to the country club. 
The third car was wrecked, ac- 
cording to police, in Jamestown. 


AT 9:20 


ENDS TONIGHT 


"Mystery Sea Raider" 
'Millionaires In Prison' 


Features 6.42, 7.47, 9.35, 10.40 


HERE WED. 
THURS. - FRI. 


ROMANCE - MELODY - ADVENTURE 


"We're Young.< 
We're Married.! AND BEST 


OF ALL 


I WE'RE 


£BROKU 


?/##•* 


CLAUDE RAINS 


fkxcoe K«rm. Lee Patrick • Deanic Moon 


Tex Bitter 


in "RHYTHM 


THE BIO GRANDE" 


ville; Mrs. 
Roy Black, Youngs- 


vine; Walter Morton, Wisconsin. 


Funeral services will be 
held 


at two o'clock Wednesday after- 
noon at the home, conducted by 
Rev. 
J. H. Clemens, pastor 
of 


Grace Methodist 
church. Burial 


will take place in 
the 
Spring 


Creek cemetery. 


MRS. 
CHARLES NICKLAS 


Sheffield, Sept. 3—Funeral ser- 


vices for Mrs. Almeda Mary Nick- 
las, wife of Charles Nicklas, who 
was a victim last Wednesday night 
of a tragic auto collision at the in- 
tersection of the Busti-Jamestown 
highways, were held at 1:30 o'clock 
Sunday afternoon from the Borden 
funeral home. Rev. Ivan E. Ros- 
sell, pastor of the Sheffield Meth- 
odist church, officiating. 
The pas- 


tor read as part of the service the 
hymns 
where" 
Burial was in the new cemetery at 
East Hickory. The bearers, all of 
Sheffield, included Charles Tubbs, 
Roy Jones, Franklin Barber, Sam- 
uel Lewis, John Cashmere and 
James Hall. 


Besides those from 
Sheffield, 


friends and relatives attending the 
services were present from Butler, 
Pittsburgh, Bruin, Clarington, En- 
deavor, East and West Hickory, 
Tylersburg, Cooksburg, Bradford, 
Tionesta, Youngsville, Kane, Ridg- 
way, Clarendon, Bluejay and Phil- 
adelphia. 


"Beautiful Isle of Some- 
and "He Knows it All". 


KATHRYN S. TAYLOR 


Funeral services in memory of 


Mrs. Kathryn Schanz Taylor, 18 
Schanz street, were neld from the 
Peterson Funeral Home at 
4:30 


o'clock Saturday afternoon. Rev. 
E. K Rogers officiated and inter- 
ment was made in Oakland ceme- 
tery, with Dan Radspinner, Vitus 
Radspmner, 
William 
Leuthold, 


Lloyd Knowlton, George 
Senger 


and O. F. Boyd as bearers. 


Those who came from away to 


attend the rites were Mr. and Mrs. 
Louis Taylor, Baltimore, Md.; Mr. 
and Mrs. George Schanz, Russell; 
Mrs. Eliza Egert, Cleveland, O.; 
Mrs. 
Claude- Donahey, Hornell, 


N. Y. 


much like a Sunday. 


The mercantile and industrial 


establishments, excepting only the 


T I M E S T O P I C S 


HOME FROM HOSPITAL 


Carl F. Johansen, who under- 


went an operation at the Warren 
General Hospital ten days 
ago 


has been removed to his home at 
5 Monroe street. 


In almost continuous^ air Jfights, t ber anci jce cream dispensaries, 
jn his statement, Carlson alleg- 


were closed for the day. The some e(j]y admitted he had been arrest- 


Asia, iijost populous if the con- 


tinents 
contains more than one 


oillion people. 


\1bion is the ancient name of 


the British Tsles. 


i he High Command said, 93 British 
olanes were destroyed, vhile 23 
'Semian planes were missing. 


The an- war was described as 


continuing with intensity today 


The German communique ment- 


'oned onlv one farm as damaged 
rom England's raids, 
but 
said 


oombii were dropped at 
several 


place; 


Inlojined sources 
said 
three 


iBiiti^h pltnes were shot down in 


I these iaids 


200 employes of the Pennsylvania ed" twelve times 
previously, 
for 


Bottle Company made the day the j burglary, petit larceny, vagrancy 
occasion of their annual picnic, and grand larceny. 
which was held on Bull Hill, at 
—— 
• 


Lacey Spnngs, and was a most) 
successful and enjoyable affair. 


Charming Outlook for Hollywood 


TERM BEGINS 


The 1940-41 school term in Shef- 


field township began today, when 
brief morning sessions were held in 
the three grade schools and the 
high school during which classroom 


CONCERT TOMORROW 


The V. F. 
W. band concert, 


scheduled for last Wednesday ev- 
ening but postponed because 
of 


AUGUST V. ENGSTROM 


Funeral services for August V. 


Engstrom, 8 Madison avenue, were 
held from the family home at two 
o'clock Saturday afternoon, con- 
ducted by Rev. Edward K, Rogers. 
Interment was made in Oakland 
cemetery, with the following as 
bearers: Levin Engstrom, Glenn 
Engstrom, Ross Engstrom, H. John- 
son, Warren Johnson and Paul 
Petrie. 


In attendance from away were 


Mr. and Mrs. Paul Petrie, Mrs. Ray 
Wrightman and daughter, Jean, Mr. 
and Mrs. R. Boberg, Mr. and Mrs. 
Fred Lindquist and son, Warren, 
and Mrs. Anderson, Jamestown, N. 
Y.; H. Johnson and son, Warren, 
Cleveland Heights, O.; Mrs._Jennie 
Samuelson, Sugar Grove; Mr. and 


ernoon. 


The 301th school term in the 


township, thiq term will be the 
first in several \ears in which the 
local school system will function 
minus the ser\ices of a supervis- 
ing principal, the "school boaid hav- 
ing suspended that office at a meet- 
ing this summei. 


at seven 


o'clock on the 
lawn 
of 
Beaty 


schooJ The same program will be 
offered. 


The 


LOC'VL NOTES 


local fire department par- 


ELKS TO MEET 


The regular meeting of Warren 


Lodge No. 223, B. P. O. Elks, will 
be held this 
evening at 
eight 


o'clock in the lodge home, Hickory 
street 
Exalted Ruler Homer L. 


Miller will present his report on 
the recent national convention of 
the order in Houston, Tex Lunch 


ticipated in a fii»inan's parade and I wln be served by the house com- 
celebration held f-'pturdav at Ridg- rmttee 
way. 
Preceded bv the Ford pumn- 


er truck. 18 member" of the de- 
partment marched in the parade 


Most of the local members of 


the Knox Glass .A ssor lation, Inc , 
band weie with the mganizabon 
Friday 
afternoon 
?nd 
evening, 


-when it participated in ;ne certen- , 
nial celebration at Opnr^ 
Rain , partment was called_to the scene to 


CAR OVERTURNS 


A Chrysler sedan operated by 


William Baxter, 1 Plum street, was 
damaged about 12 50 o'clock last 
night when it overturned near the 
intersection of Pennsylvania avenue 
and Prospect street. 
The fire de- 


Mrs. 
Fla.; 


Wayne Engstrom, 
Tampa, 


Mr. and Mrs. Carl Frisk, 


Warren, O.; Norman, Ivan and 
Paul Samuelson, Akron, O.; Mr. 
and Mrs. Mike Sexton, Joan and 
Bobby Sexton, Smethport; Mr. and 
Mrs. Merle Galloway and children, 
Ruth, Howard and Janet, Dewitt- 
ville, N. Y.; Mr. and Mrs. George 
Engstrom, Mr. and Mrs. Arthur 
Engstrom, Mr. and Mrs. Albert 
Christenson, 
Chandlers 
Valley; 


Maynard Berg, Hancock, N. Y. 


COUNCIL MEETING 


The September meeting of the 


Warren borough council will be 
held this evening at 7:30 o'clock in 
the 
municipal building. 
Several 


routine matters are scheduled for 
presentation at the meeting. 


TO START COURSES 


Allen E Wierman, 


vania State College, 


of Pennsyl- 
arrived 
in 


Warren this morning to aid in es- 
tablishing directed correspondence 
study in the local high school. Cor- 
respondence courses under the su- 
pervision of the faculty, were ap- 
proved for 
credit by the schoo" 


board last spring. 


TO COATESVILLE 


Albert F Bryan, who has been 


associated with Warner Brothers 
theatres here since 1930, left Sun 
day for Coatesville, where he has 
accepted 
manager- 


position as 
two theatres 


genera 
in thai 


city operated by the Coatesville Y 
M. C. A. 


IHscoveer of Caruso 


Dies in Ferrara, Italy 


i ip- 


Euiopr bejna vh>at it is these d;.vs. coineh S ,; •- 'L-s^o, Finnish 
film acties*. -feels a lot better ofl, now lrr>t -he - 
•<-£ U. S. com- 


plete v.-ilh Hollywood rontrpct 
R^acnin^ .V, _ , \,p Trans- 


Siberian Railroad and ship to San Fiarr-su' st c „ ( ' - , .er fiist view 


of the Golden Gate through \L.* r< 
.,,-, 


forced cancellation of tne scnedul- 
ed parade, which the banr 
have beaded, but an p-.-pr 
ceri at the fair aro'ir^ -- 
ed 


Mrs 
Hst'uie 
Slar""" 
K 


and 
Mi 
PIK. Mr<= 
<"'"?< 


the latt°r tuo of Pi" = 


} turned 
Sundiv 
from 
<" 


i where thpy had b<-pr- -.-^^ 
' tives and fT^nd- the pa"-t 
, 
The Clan- Shop^ far>-V-• 


, holiday weekr-rri v u'n 
*<•" 


i Beaver Vall^j 
Pa. 


i 
Mr. and Mr~ Fr-sn> r 


land son. S'lv?'ore 
?<-f 


' by their guc.=t=! of the ni 


i "Mrs. L. Lifr;r'ii and ''.^ 


] New York Ci'v. - sited h •• 
1 Charles Caravr 
Towanda, Pa. 
day. 


' 
Mr. and Mr* 


! Mr. and Mrs. Rdwa1 
! Maurice Sprague a-d 
Koepp. of Cic\e'a-': 


^ the weekend at *he F 
' home. 


prevent a possible Sre when gaso- 
line from the car spilled on the 
pa-vernent. According to the police 
report Baxter was traveling east 
in Pennsylvania avenue, following 
the local police car. At Prospect 
street the police car slowed down 
and in order to avoid hitting it, 
Banter swerved bis machine sud- 
denly to the right, causing it to 
overturn 


Reich Forces Plan to 


Take Over Border Pro- 


tection in Balkans 


MRS. 
ALBERTINA JOHNSON 


Sheffield, Sept. 3—For over 48 


years a resident of Sheffield, Mrs. 
Albertma Christian Johnson, wid- 
ow of the late Ludwig Johnson, 
died at 5 a. m. Labor Day at the 
home of a daughter, Mrs. Gust 
Gustafson, Church street. In fail- 
ing health for several months, Mrs. 
Johnson was removed from her 
own home in Pratt street to that of 
her daughter late last week when 
she suddenly became seriously ill. 


Mrs. 
Johnson was born in Hal- 


land, Sweden, on June 22, 1858 and 
came to the United States 52 years ' 
ago. 
She was a member of the 


Bethany Lutheran church here. 


Surviving are Mrs- Gustafson 


and two other children, Axelme 
Johnson, of Rochester, N. Y., and 
Hugo L., at home. 


Funeral services will be held at 


2 o'clock Wednesday afternoon in 
the family residence, 23 Pratt 
street, with Rev. C. E. Lundgren, 
pastor of Bethany Lutheran church 
officiating. 
Burial will be in the 


local cemeterv. 


at 


- 
-STirl 


Ma* 


1!'? FT, 


B. 


i 
The total pop' 


j has been estrn 


tir>n of Amps 
f t 155300 OOC 


(From Page 


pledging "death to the 
'Ano acquiesced in the agreement. 


Hastily organized armed Trans- 


ylvanians seized 
communications, 


transportation services and stra- 
t»gic military posts at Signet, Stau 
Mare and other towns in the af- 
fected territory. 


Bucharest itself appeared calm- 


er after the weekend of disturb- 
ances but troops still patrolled the 
streets and kept a close guard on 
King Carol's palac 


(From Page One) 


she was divorced in 1928, by cable 
gram in New York. 


For 7 years Gatti-Casazza ani 


Arturo Toscanim, 
as 
conductor 


worked together at the Metropoh 
tain. But in 1915 their friendshi 
cooled and it was not until 193 
that they were reconciled. Whe: 
they met, both wept. 


Some of the new faces the im 


presario brought to 
the 
"Met 


were Amelita Galii-Curci, Marion 
Talley, Lily Pons, Jeritza, Anna 
Pavlov/a, the 
dancer, Lawrence 


Tibbett and Kirsten Flagstad. 


AMUSEMENTS 


THE RETURN OF FRANK 
JAMES" AT THE LIBRARY 


THEATRE TODAY 


Filmed in spectacular Techni- 


;olor, the exciting and stirring 
ilimax to the daring exploits of 
he world's most famous outlaws 
Dpens Sunday, Monday and Tues- 
lay at the Library Theatre in the 
20th Century-Fox production, "The 
Return of Frank James." 


The millions of moviegoers who 


drilled 
to 
last 
year's 
"Jesse 


Fames" will find this new Darryl 
F. Zanuck production even more 
colorful and action-packed. 
These 


same millions will also find many 
amiliar faces in the cast, for 
'Jesse James" players fill most of 
lie important roles. 


Henry Fonda, who created the 


part of Frank James, Jesse's grim 
older brother, is cast in the title 
role. Others appearing in the pro- 
duction, who were also featured 
in "Jesse James," include Henry 
Hull, John Carradine, J. Edward 
Sromberg, Donald Meek, Ernest 
Whitman, Charles Tannen and 


eorge Chandler. 


Giermans Center Air At- 


tacks on Southeast Eng- 


land Airdromes 


(From Page One) 


day were reported at 54 planes, 39 
shot down in battle and 15 de- 
stroyed on the ground, with only 
12 German planes missing.) 


Warning that "there is plenty of 


evidence to cause us to be especial- 
ly watchful during the next few 
weeks," War Secretary Anthony 
Eden declared the threat of a Nazi 
attempt at direct invasion still 
hangs over Britain. 


The war secretary warned also 


that "at any moment fighting may 
begin on a large scale" in the Med- 
iterranean sector, where both Brit- 
ain and Italy have large forces. 


The first air alarm in London 


sounded as Buckingham Palace was 
filled with British fighting men, in- 
vited to receive military decora- 
tions from King George VI. The 
king, ordering that there be no in- 
terruption of the investiture cere- 
mony, awarded 330 decorations, in- 
cluding three Victoria crosses— 
Britain's 
most 
prized 
military 


honor. 


MORE ROOM FOR CAGE 


TOURNEYS 


Denver—(IP)—A half dozen old 


houses have been torn 
down to 


make way for an addition to the 
municipal auditorium, scene of the 
national A.A.U. 
basketball tour 


nanient for the last six years. 


The oceans of the earth occupy 


a space of about 320,000 000 cubic 
miles. 


Everybody reads the Times-Mirror. 


MRS. 
GEORGE SEALY 


Minnie Estella Sealy, 
wife of 


George Sealy, Cobham Park road, 
passed away Sunday evening 
at 


11:15 o'clock at the Warren Gen- 
eral Hospital, following 
a short 


illness. 


Surviving, besides her husband, 


are four daughters, 
Mrs. Edwin 


Erickson, Mrs Glen RUdolph, Mrs. 
Ralph Swanson, of Warren, and 
Bessie, at home; also ten grand- 
children and two great-grandchild- 
ren; four sisters and one brother, 
Mrs. Mae Tarbox, Boville, Idaho; 
Mrs. Earl 
Kerr, 
Silver 
Lake, 


Wash.; Mrs. John Dingman, Titus- 


Spaghetti & Meat Balls 
Every Tuesday Night 


Ready at 5 


At Count's Restaurant 


950 Pa. Ave., W. 
Phone 9800 


For Now or Christmas—the 


Youngster Will Love One 


Anytime! 


18-INCH CUDDLY 


SUNSHINE 


DOLL 


A loveable toy. Well made. 


Stands alone 


HARVEY* CAREY 


Special for Tonight 


FLOOR SHOW AND 


DANCING 


MUSCARO'S 


featuring 


Jerri Darling 


Whirlwind Acrobat and Toe Tap 


Dancing 


No Cover Charge 
No Minors Allowed 


Blatt 
Bros. STATE 


Tuesday and 
Wednesday 


Theatre 
YoungsviHe 


•^WS^W*V^X\^s-%. 
Admission 


lOc, 25c + tax 


250—Lucky Nights—250 


Operating on Slow Time Again 
John Garfield 
- Anne Shirley 


Claude Rains - Roscoe Karns 
"SATURDAY'S CHILDREN" 


Thursday 


Edmund Gwenn - Mary Magiiire 


"MAD 
MEN OF EUROPE" 


LAST TIMES TODAY 


Senry 
Fonda 
Jackie 
Gene 


Cooper " Tierney 


Return of Frank James' 


Here Wed. & Thur. 


EXCITING HITS 


BE SURE TO ATTEND 
THE THEATRE EITHER 


WED. 
OR THURS.! 


THAT BLONDE'S BACK! 
Stranded...ovrt West**, 
with a woman-hater i 
It's Maisie's funniest! 


"BUI of Div." at 3:20, 5:35, 8:30 
"Mazie" at 3:35, 6:40 and 9:35 


RKO 


RADIO 
Picture 


with 


MAUREEN O'HARA 
ADOLPHE MENJOli 


FAY BAtNTER 


HERBERT MARSHALL 
Dame May WliittyPatric 
Knowles • C. Aubrey 
Smith • Ernest Cossart 


HEBE SUN.. MON., TUES. 


The "ROBIN HOOD" Of The Sea! 


Soarfd CRISP • Flora KOBSON • Afaa HA1£ . Dntori ty 
II1CHAEL CURTE- A" BARKER BROS.-Knt Nzrl Pktnrc 
•1K1 Phi kT toFSrt K«a *rf Scl-a L B31W • Pr-li >| Eiie* WsHps* Err^s 
"SEA 
HAWK" Prices: Because of the 


size of this attraction there will be 
slight increase in prices. MATINEES— 
31c plus tax. EVEWINGS—Balcony 36c 
plus tax; Orchestra 50c plus tax. Child- 
ren 15c at all tfmes. 
Fri.: "He Stayed for Breakfast" 


ADD EXTRA-ORDINARY 


SUMMER JOBS 


Salt Lake City— (.3?)—Art Gil- 


bert, Brigham Young guard, has 


summer job a little out of the 


ordinary. He mows lawns and digs 
graves in a Salt Lake City ceme- 
:ery. 
UTOPIAN ssa 


Today and 
Wednesday 


Admission 


lOc, 25c -f tax 


Bob Burns - Mischa Auer 


Dennis O'Keefe - Peggy Moran 


"ALIAS THE DEACON" 


Comedy - Cartoon - Novelty 
75 Reasons Why You Should Be 


Here! 


Thursday 


"WE WHO ARE YOUNG" 


Chap. 2, 'WINNERS OF WEST' 


Bargain Night—lOc and 15c 


Men's Suits 


or 


Top Coat 


CLEANED & PRESSED 


Ladies' Plain 


Dresses 


or 


Spring Coat 
Cash it Carry 


TEH PAN 


CLEANERS 
Cleaners - Furriers 


Cut-Rate 


230 PENNA. AVE., W, 


Gamble Building Corporation 


Service plus Reliability 


Liberty Court 
Phone 2 


T W O 
T Ï M E S - M I R R O R , 
T U E S D A Y , 
S E P T E M B E R 
3 , 
19 4 0 
W A H R E N , 
P À', 


TORONTO STOCK SALESMAN GIVEN!- 
STIFF SENTENCE 8Y LOCAL COURT 
ON FRAUD, EMBEZZLEMENT CHARGE 


Eight years in state penal in- j stock was itself aDproved by the 
stitutions, four and a half in the state securities commission as well 
Western 
Penitentiary 
and 
three as the federal Securities Ex change 
and a half in the Allegheny Coun- j Commission. 
He further said that 
ly Workhouse, was the sentence the actual shortage is $17,000 and 
handed out this morning by J udge 
D. U. Arird to Goldwyn H. Ander­ 
son, Toronto stock salesman, on 


that at various times he has deliv­ 
ered to the local woman approx i­ 
mately $4,000, including a loan of 
six of twelve indictments charg- , $800 
ing fraudulent conversion, larceny j 
Attorney Schofield retaliated by 
by bailee and embezzlement 
by admitting that $4,000 had been 
agent. 
received by his mother, but that 
Anderson has already spent a , of the $77,800 in stock only 25 
year and 
a half in the 
Warren cents a share went to the com 
county jail after pleading guilty 
to 
charges 
of selling securities 
without being properly registered. 


pany, the other half going to “ And­ 
erson 
and 
his confederates” in 
commissions. 
The stock sold at 
It is alleged by the 
common- fifty cents a share, 
wealth that Anderson disposed of 
Schofield returned to the bar to 
approx imately $98,000 
worth 
of ask that the 
defendant 
receive 
punishment to fit the crime and 
was about to read what he re- 
NEW MOON 
• mil) . 


W " » & U M • GEORGE ZUCCO • « I . MURKER • GRtNT M irC NEll 
I 
ixMJv; Mtf■•■*'»* < ip«« i at 
"NEW MOON" 
- ' 
Urmfc « M'M,VrK s }]<; ‘ 
'f, 
OSCAR HAMMERSTEIN 2nd • FRANK MANDEL 
LAURENCE SCHWAB 
SIGMUND ROMBERG 
■■ /••»■.«f.».4 ( W m iih ROBERT Z. LEONARD 


Stock up on these. 
They have the 
style of expensive trousers--at a 
fraction of the price! The supply is 
limited, so come early 
FIRST 
COME FIRST SERVED! 


securities to Mrs. Clare B. Scho 
field, of this city, $77,800 of which 
were in a Canadian gold mining ferred to as “ arrests of Anderson 
company. 
j on four previous occasions” when 
Anderson was arrested here ear- : he was stopped by J udge Arird. 
ly in 1939 by an investigator for j who stated he had no desire 
to 
the State Securities Commission hear them. 
and a state policeman after he had 
On each of the six indictments, 
been asked to return to Warren the charge of fraudulent conver- 
by 
Lemuel 
Braddock 
Schofield, 1 sion was suspended, 
one-time assistant district attor- j 
On 
the first, second and third j 
ney 
of 
Philadelphia, 
ex -public bills, Anderson was sentenced to 
safety director and at present as- ' serve not less than a year and a j 
sistant to Attorney General Rob- half nor more than three years in 
ert H. Jackson. 
! the Western Penitentiary, the sen-1 


He was first charged with fail- tences to be cumulative. 
On the | 
ing to register as a salesman and fourth he was sentenced to a year 
has been in the jail here since, j and a half in the workhouse, and 
Later 
he was indicted for the j a year in the same penal institu- 
above charges and entered pleas of j tion on each of the last two bills, 
guilty at the June term of court. [ these also being cumulative, mak- 
Before 
being 
sentenced 
this ing a minimum of eight years, 
morning, Anderson made his first 
District 
Attorney 
J oseph 
H. 
statement on his own behalf. 
Goldstein 
represented 
the com- at twQ 0 *ci0ck Wednesday after- 
He pointed out that he sold Mrs. monwealth with Attorney Harold noon a f. 
hnmp 
nnnHnrtori v>v 
Schofield over $70,000 worth of S. Hampson appearing for the de­ 
gold mining 
stock, but that the , fendant. 
____________ 


7 5 
REASONS WHV VOU 
SHOULD BE HERE TOHITE 


AT 9 :20 


LAST TIMES 


ENDS TONIGHT 


“ Mystery Sea Raider” 


Millionaires In Prison’ 


Features 6.42, 7.47, 9.35, 10.40 


H E R E W E D . 
T H U R S . - FR I. 


R O M A N C E - M E L O D Y - A D V E N T U R E 


"WeYe Young... 
We’re Married.! 


CLAUDE RAIN! 
Foteoe Karan • Lee Patrick • Denote Moon 


S ta rts 
S A T . 


Lynn m Lloyd 
Bari * Nolan 
“ P IE R 
13 ” I 
- 


Tex Ritter 
“ RHYTHM 
THE RIO GRANDE” 


ville; Mrs. 
Roy Black, 
Youngs- 
ville; Walter Morton, Wisconsin. 
Funeral services will be 
held 


and THURS 


ARREST ALLEGED 
CAR THIEF NEAR 
AKELEY TODAY 


noon a t the home, conducted by 
Rev. J. H. Clemens, pastor 
of 
Grace 
Methodist 
church. 
Burial 
will take place in 
the 
Spring 
Creek cemetery. 


Labor Day Observed 
in Quiet Manner by 
Warren Residents 


+ Harbors and Naval Bases 
Fired Communique 
From 
Berlin States 


Labor Dav was observed very 
(From Page One) 
The High Command said hang- 
quietly in Warren, with no celebra- 
a "d barracks at a string: of, 
A 
J 
airports at Hornchurch, Gravesend, 
Eastchurch and Detling, 
all 
in j 
the 
roa d! 


tion held and no accidents of any 
consequence to mar the day. Big- 
jest attraction of the dav was the *« « « " < • En8>“ 
d on 
the 
r, 
which the air force is attempting 


10 blast, to London, were partly de­ 
stroyed by fire in yesterday’s day 
raids. 
Armament plants and airports 


football game between W arren and 
Brie Academy High schools, whien 
drew 
3 large crowd 
to 
Russell 
Field despite an afternoon rain 
There wss 
h general cessation 
of business on 
lhe holiday, only 
eating places and a few grocery 
stores remaining open. 
Large numbers of local residents 
look advantage of the iiuliday to 
motor tq nearby reasons, although 


n central England also were at- 
- ;i civ ed 


With the arrest this morning of 
a 17-year-old youth 
at 
Akeley, 
J amestown and New York State 
police believe they have solved at 
least three recent car theft3. 
Stanley Jerald Carlson, formerly 
of J amestown, was taken into cus­ 
tody at the home of 
his 
grand­ 
mother near Akeley, waived ex tra­ 
dition and was charged with the 
unauthorized use of a motor 
ve­ 
hicle and second degree grand lar­ 
ceny. Sheriff William Stuart and 
Deputy Sheriff L. E. Linder co­ 
operated with Lieutenant Richard 
K. Moynihan and Detective 
Clif­ 
ford Drake, of J amestown, in mak­ 
ing the arrest. 
Acting Chief Nelson stated to­ 
day that Carlson had signed 
a 
statement admitting the theft of a 
panel truck on August 25, a sedan 
on August 17 and another sedan 
on August 13, two of the vehicles 
being abandoned in Warren county. 
He is reported to have told au­ 
thorities that he drove the panel 
Sheffield, Sept 3 
Labor Day, truck into a gully in Farmington 
unmarked by community or other twp., between Lander and Akeley, 
formal observance, was very quiet an(j a sedan belonging to William 
holiday in Sheffield and passed by Greenwood was abandoned 
near 
much like a Sunday. 
the entrance to the country club 


KATHRYN S. TAYLOR 
Funeral services in memory 
of 
Mrs. Kathryn Schanz Taylor, 18 
Schanz street, were neld from the 
MRS. CHARI.ES NICKLAS 
Peterson Funeral Home a t 
4:30 
Sheffield. Sept. 3-F unera l ser- ° c>°!* Saturday afternoon 
Rev. 
* 
u , , 
Tsiir-u 
E - K Rogers officiated and inter- 
vices for Mrs^Almeda Mary Nick- m? nt 
e 
Oakland ceme- 
las, wife of Chartes Nicklas who 
^ 
^ 
^ 
^ 
was a victim last Wednesday night Radapinner< 
wmiam 
Leuthold. 
of a tragic auto collision at the in- j Li0y d Knowlton, George 
Senger 
tersection of the Busti-J amestow n ' an(j q p ;g0yd as bearers, 
highways, were held at 1:30 o clock 
Those who came from away to 
Sunday afternoon from theJBorden attend the rites were Mr. and Mrs. 
funeral home. 
Rev. Ivan E. Ros- 
sell, pastor of the Sheffield Meth- 
Louis Taylor, Baltimore, Md.; Mr. 
and Mrs. George Schanz, Russell; 


QUIET HOLIDAY 
FOR RESIDENTS 
OF 
SHEFFIELD 


odist church, officiating. 
The p a s-; Mrs. Eliza Egert, Cleveland, 
O.; 
tor read as part of the service the Mrs. 
Claude 
Donahey, 
Homell, 
hymns “ Beautiful Isle of Some- N. Y. 
where” and “ He Knows it All". 
Burial was in the new cemetery at 
East Hickory. 
The bearers, all of 
Sheffield, included Charles Tubbs, 
Roy J ones, Franklin Barber, Sam­ 
uel Lewis, 
John 
Cashmere 
and 
Jaflmes Hall. 
Besides 
those 
from 
Sheffield, j HOME FROM HOSPITAL 
friends and relatives attending the 
Carl F. J ohansen, who under 
services were present from Butler, went an operation at the Warren 


AMUSEMENTS 


“ THE RETURN OF FRANK 
J AMES” AT THE LIBRARY 
THEATRE TODAY 
Filmed In spectacular Techni­ 
color, the ex citing and stirring 
climax to the daring ex ploits of 
the world’s most famous outlaws 
opens Sunday, Monday and Tues­ 
day at the Library Theatre in the 
20th Century-Fox production, "The 
Return of Frank J ames.” 
The millions of moviegoers who 
thrilled 
to 
last 
year’s 
“ J esse 
J ames” will find this new Darryl 
F. Zanuck production even more 
colorful and action-packed. 
These 
same millions will also find many 
familiar faces in the cast, for 
“ J esse J ames” players fill most of 
the important roles. 
Henry Fonda, who created the 
part of Frank James, J esse’s grim 
older brother, is cast in the title 
role. Others appearing in the pro­ 
duction, who were also featured 
in “ J esse J ames,” include Henry 
Hull, John Carradine, J. Edward 
Bromberg, Donald Meek, Ernest 
Whitman, 
Charles 
Tannen 
and 
George Chandler. 


Pittsburgh, Bruin, Clarington, En­ 
deavor, East and West Hickory, 
Tylersburg, Cooksburg, Bradford, 
Tionesta, Youngsville, Kane, Ridg- 
way, Clarendon, Bluejay and Phil­ 
adelphia. 


General Hospital ten days 
ago, 
has been removed to his home at 
5 Monroe street. 


The mercantile 
and 
industrial 
establishments, excepting only the 
In almost continuous air lights, ^er ancj jce cream dispensaries, 
; he High Command said, 9 3 British I were cloged for the d 
The gome 
23 


The third car was wrecked, ac­ 
cording 
to police, in J amestown. 
In his statement, Carlson alleg­ 
edly admitted he had been arrest- 
200 employes of the Pennsylvania 
ed twelve times 
previously, 
for 


th ^ afternoon rain kept many at contillulng w ith ¡„tensity today. 


planes were destroyed, while 


™ eanai?law lr waT described 
as Bottle ComPany made the day the j burglary, petit larceny, vagrancy 
inc a m war was aescnoea as -------annua] 
picnic, and 
g r a n d larceny. 
occasion of their 
which was held on Bull Hill, a t j 


Asia, most populous of the con- .Vom England's raids, 
but 
said 
Unents. contains more than one ¡jombs were dropped 
at 
several 
oillion people. 
places. 
------------------------ * 
! 
Informed sources 
said 
three 
Albion is the ancient name of British planes were shot down in 
the British Tsles. 
i these raids. 


The German communique m ent-. _ 
. 
, 
_ 
. . 
ioned onlv one farm as damaged 
.s Pn» gs, and 
? ,m ost : 
<-7 
i r<Ti i-fcrtiü vO d-T ï t ! 
r» 
A t l i A i r a V l l û 
O TT O i t * 
successful and enjoyable affair. 
TIMES TOPICS 


Ch armin g Outlook for Hollywood 


TERM BEGINS 
The 19 40-41 school term in Shef- 
J 
field township began today, when 1 
brief morning sessions were held in CONCERT TOMORROW 
the three grade schools and the 
The V. F. 
W. 
band 
concert, 
high school during which classroom scheduled for last Wednesday ev- 
places, books and lessons were as- ening but. postponed because 
of 
signed. 
Meetings of the various inclement weather, will 
be 
pre­ 
teaching staffs were held this aft- . rented tomorrow night 
at seven 
n 
o clock on the 
lawn 
of 
Beaty 
' The ' 104th school term in the s"hoo]- The same Program will be 
township, this term will be the , ° ere ’ 
_ _ _ _ _ _ 
_ 
first in several years in which the ! 
„ _ _ MFFT, 
local school system will function | 
The 
,ar meetl 
of w 
| minus the serv.ces of a supervus-( Lodge N= 223_ B p B0 Elks wm 
i ing pnncipal the si nool oaw h a v- , 
h e j c j 
^ 
¡ 
s 
ever.ing 
at 
eight 
mg suspended 
i.m. otin.i- ; 
a meet- 0'C,ock in the lodge home, Hickory 
ing tins summer. 
( st reet. 
Exalted Ruler Homer L. 
" 
^ 
' Miller will present his report on 
LOCAL NOTES 
j 
recent national convention 
of 
The local fire departm ent par- I the order in Houston, Tex. Lunch 
1 ticipated in a fireman’s parade and wm be served by the house com- 
celebration held Saturday at Ridg- | mittee. 
way. 
Preceded by the Ford pump­ 
er truck, 18 members of the de­ 
partm ent m arched in the parade. 
Most of the local members of 
the Knox Glass Association, Inc., 
band were with the organization 
Friday 
afternoon 
and 
evening, 
when it participated in the centen­ 
nial celebration a t Clarion. 
Rain 
forced cancellation of the schedul­ 
ed parade, which the band was to 
have headed, but an evening con­ 
cert at the fair grounds was play­ 
ed. 
Mrs. H attie Slack. Eva Slack 


AUGUST V. ENGSTROM 
Funeral services for August V. 
Engstrom, 8 Madison avenue, were 
held from the family home at two 
o’clock Saturday afternoon, con­ 
ducted by Rev. Edwrard K. Rogers. 
Interment was made in Oakland 
cemetery, with the following as 
bearers: Levin Engstrom, Glenn 
Engstrom, Ross Engstrom, H. J ohn- 


COUNCIL MEETING 
The September meeting of the 
Warren borough council will be 
held this evening at 7:30 o’clock in 
the 
municipal 
building. 
Several 
routine matters are scheduled for 
presentation at the meeting. 


TO START COURSES 
Allen E. Wierman, of Pennsyl­ 
vania State College, arrived 
in 
Warren this morning to aid in es­ 
tablishing directed correspondence 
son, 
Warren J ohnson and 
Paul study in the local high school. Cor- 
Petrie. 
1 respondence courses under the su- 
In attendance from away were j pervision of the faculty, were ap- 
Mr. and Mrs. Paul Petrie, Mrs. Ray proved for 
credit by the school 
Wrightman and daughter, Jean, Mr. j board last spring, 
and Mrs. R. Boberg, Mr. and Mrs. 


CAR OVERTURNS 
A Chrysler sedan operated by 
William Bax ter, 1 Plum street, was 
damaged about 12:50 o’clock last 
night when it overturned near the 
intersection of Pennsylvania avenue 
and Prospect street. 
The fire de­ 
partment was called to the scene to 
prevent a possible fire when gaso­ 
line from the car spilled on the 
pavement. According to the police 
report, Bax ter was traveling east 
in Pennsylvania avenue, following 


Kuiope being what it is these days, comely Signe Hasso Finnish 
film acti ess. feels a lot better off, now that she’s in the U.’s com­ 
plete wilh Hollywood contract. 
Reaching America via Tians- 
Sibenan Railroad and ship to San Francisco, she ¿ets her first 
vípw 
of the Golden Gate through t¿is northoie. 


the local police car. 
At Prospect 
and Mr. and Mrs. Charles Slack, 
s^ree^ 
police car slowed down 
the latter two of Pittsburgh, re- 
anfi in OI’der to avoid hitting it, 
turned 
Sunday 
from 
Oklahoma : ®a^ter+ swerved his machine sud- 
where they had been visiting rela- e ^ 
^ 
’ caUfi,n& it to 
tives and friends the past week. 
overturn. _________ 
__ 
The Clair Shope family spent the n . 1 
n . 
holiday weekend with relatives in K eiC n rOrCCS r l a n to 
Beaver Valley, Pa. 
Mr. and Mrs. Frank Caravetta j 
and son, Salvatore, accompanied 
by their guests of the past week, 
Mrs. L. Lifrieri and daughter, of 
New York City, visited his brother, 
Charles C aravetta, at his home in 
Towanda, Pa., Sunday and Mon­ 
day. 
'Mr. and Mrs. M atthew Sprague, 
Mr. and Mrs. Edwards Sprague! 
Maurice Sprague and Mrs. Emily 
Koepp, of Cleveland, visited over 
the weekend at the F. B. Sprague 
home. 


Take Over Border Pro­ 
tection in Balkans 


Fred Lindquist and son, Warren, 
and Mrs. Anderson, J amestown, N. 
Y.; H. Johnson and son, Warren, 
Cleveland Heights, O.; Mrs. J ennie 
Samuelson, Sugar Grove; Mr. and 
Mrs. 
Wayne 
Engstrom, 
Tampa, 
Fla.; Mr. and Mrs. Carl Frisk, 
Warren, 
O.; Norman, Ivan 
and 
Paul Samuelson, Akron, O.; Mr. 
and Mrs. Mike Sex ton, Joan and 
Bobby Sex ton, Smethport; Mr. and 
Mrs. Merle Galloway and children, 
Ruth, Howard and Janet, Dewitt- 
ville, N. Y.; Mr. and Mrs. George 
Engstrom, Mr. and Mrs. Arthur 
Engstrom, Mr. and Mrs. Albert 
Christenson, 
Chandlers 
Valley; 
Maynard Berg, Hancock, N. Y. 


TO COATESVIIJJE 
Albert F. Bryan, who has been 
associated with Warner Brothers 
theatres here since 1930, left Sun­ 
day for Coatesville, where he has 
accepted a position 
as 
general 
manager of two theatres in that 
city operated by the Coatesville Y. 
M. C. A. 


Biscoveer of Caruso 
Dies in Ferrara, Italy 


Germans Center Air At­ 
tacks on Southeast Eng­ 
land Airdromes 


(From Page One) 
day were reported at 54 planes, 39 
shot down in battle and 15 de­ 
stroyed on the ground, with only 
12 German planes missing.) 
Warning that “ there is plenty of 
evidence to cause us to be especial­ 
ly watchful during the nex t few 
weeks,” War Secretary Anthony 
Eden declared the threat of a Nazi 
attempt at direct invasion still 
hangs over Britain. 
The war secretary warned also 
that “ at any moment fighting may 
begin on a large scale” in the Med­ 
iterranean sector, where both Brit­ 
ain and Italy have large forces. 
The first air alarm in London 
sounded as Buckingham Palace was 
filled with British fighting men, in­ 
vited to receive military decora­ 
tions from King George VI. 
The 
king, ordering that there be no in­ 
terruption of the investiture cere­ 
mony, awarded 330 decorations, in­ 
cluding three Victoria crosses— 
Britain’s 
most 
prized 
military 
honor. 


TODAY 


Henry 
J ackie 
Gene 
Fonda 
" 
Cooper " 
Tierney 
Return of Frank J ames’ 


■ 
WARNER BROTHER 
Lib r a r 


H ere W ed . & T hur. 


2---------EXCITING HITS-----2 


BE SURE TO ATTEND 
THE THEATRE EITHER 
WED. OR THURS.! 
I 
THAT B10NDFS BACK! 
Stranded...out Wetf... 
with a woman-hater! 
It’s Maisie’s funhiest! 


ANN SOTHERN 
LEE BOWMAN 
SUM 
SUMMERVILLE 
VIRGINIA 
WEIDLE 


“ Bill of Div.” at 2:20, 5:25, 8:20 
“ Mazie” at 3:35, 6:40 and 9:35 


wi t h 
M A U R EEN O 'H A R A 
A D 0 LP H E MENJ0U 
FAY BAINTER 
HERBERT MARSHALL 
Dame M a yW lifflyP a trte 
K n o w le s • C . A u b re y 
Smith • Ernest C w s a rt 


HERE SUN., MON., TUES. 


Th e "ROBIN HOOD" Of The Sea! 


ERROL FIYNN 
H aw k' 


w ith 
BR€KBA MARSHALL • CLA9K 8AIKS 
W 
d CRISP • FJor* ROBSON • Alan HAL£ • Din ctti fv 
1ICHAEI CURTIZ. X VARNER BROS.-Fim N atl Pictwc 
W»T kr 
IUcH irt Setw L Bmtr • Mvtic tl irttk 
“ S E A 
H A W K ” 
P r ic e s : 
B e c a u se 
of 
the 
size 
of 
th is 
a ttr a c tio n 
there 
w ill 
be a 
s lig h t 
increa se 
in 
p rices: 
M A T IN E E S — 
3 1 c plus ta x . 
E V E W IN G S— B a l c o n y 3 6c 
p lu s ta x ; O rch estra 5 0 c plus ta x . C h il d ­ 
ren 1 5 c a t a ll 
t ’m es. 
Fri.: “ He Stayed for Breakfast” 


MRS. ALBERTINA JOHNSON 
Sheffield, Sept. 3—For over 48 
years a resident of Sheffield, Mrs. 
Albertina Christian Johnson, wid­ 
ow of the late Ludwig Johnson, 
died at 5 a. m. Labor Day at the 
home of a daughter, Mrs. Gust 
Gustafson, Church street. 
In fail­ 
ing health for several months, Mrs. 
Johnson was removed from her 
own home in Pratt street to that of 
her daughter late la st week when 
she suddenly became seriously ill. 
Mrs. Johnson was bom in Hal- 
land, Sweden, on J une 22, 1858 and 
came to the United States 52 years 
ago. 
She was a member of the 
Bethany Lutheran church here. 
Surviving are 
Mrs. 
Gustafson 
and two other children, Ax eline 
Johnson, of Rochester, N. Y., and 
Hugo L., at home. 
Funeral services will be held at 
2 o’clock Wednesday afternoon in 
the 
family 
residence, 
23 
Pratt 
street, with Rev. C. E. Lundgren, 
pastor of Bethany Lutheran church 
officiating. 
Burial will be in the 
local cemetery. 


(From Page One) 
she was divorced in 1928, by cable­ 
gram in New York. 
For 7 years Gatti-Casazza and 
Arturo Toscanini, 
as 
conductor, 
worked together at the Metropoli- 
tain. But in 1915 their friendship 
cooled and it was not until 1932 
that they were reconciled. When 
they met, both wept. 
Some of the new faces the im­ 
presario brought 
to 
the 
“ Met” 
were Amelita Galli-Curci, Marion 
Talley, Lily Pons, J eritza, Anna 
Pavlowa, 
the 
dancer, 
Lawrence 
Tibbett and Kirsten Flagstad. 


The oceans of the earth occupy 
a space of about 320,000,000 cubic 
miles. 


MORE ROOM FOR CAGE 
TOURNEYS 
Denver— (/I*)—A half dozen old 
houses have been torn 
down to 
make way for an addition to the 
municipal auditorium, scene of the 
national A.A.U. 
basketball tour­ 
nament for the last six years. 


ADD EXTRA-ORDINARY 
SUMMER JOBS 
Salt Lake City— (IP)— Art 
Gil­ 
bert, Brigham Young guard, has 
a summer job a little out of the 
ordinary. He mows lawns and digs 
graves in a Salt Lake City ceme­ 
tery. 


UTOPIAN Sheffield 


Today and 
Wednesday 
Admission 
10c, 25c + tax 


Bob Burns 
- 
Mischa Auer 
Dennis O’Keefe - Peggy Moran 
“ ALIAS THE DEACON” 
Comedy - Cartoon - Novelty 
75 Reasons Why You Should Be 
Here! 


Thursday 
“ WE WHO ARE YOUNG" 
Chap. 2, ‘WINNERS OF WEST’ 
Bargain Night—10c and 15c 


Everybody reads the Times-Mirror. 


(From Page One) 
pledging “ death to the 
traitors’’ 
who acquiesced in the agreement. 
Hastily organized armed Trans­ 
ylvanians seized 
communications, 
transportation services and 
stra­ 
tegic military posts at Sighet, Stau 
Mare and other towns in the af­ 
fected territory. 
Bucharest itself appeared calm­ 
er after the weekend of 
disturb- 
rm, 
,Z ~ T Z 
7 7 -------, 
• 
! ances but troops still patrolled the 
I 
The total population of Africa streets and kept a close guard on 
I has been estimated at 155.300,000. j King Carol’s palace. 


MRS. GEORGE SEALY 
Minnie Estella Sealy, 
wife 
of 
George Sealy, Cobham Park road, 
passed away Sunday evening 
at 
11:15 o’clock at the Warren Gen­ 
eral Hospital, following 
a short 
illness. 
Surviving, besides her husband, 
are four daughters, 
Mrs. 
Edwin 
Erickson, Mrs. Glen Rudolph, Mrs. 
Ralph Swanson, of Warren, and 
Bessie, at home; al30 ten grand­ 
children and two great-grandchild­ 
ren; four sisters and one brother, 
Mrs. Mae Tarbox , Boville, Idaho; 
Mrs. Earl 
Kerr, 
Silver 
Lake, 
Wash.; Mrs. J ohn Dingman, Titus- 


Spaghetti & Meat Ralls 
Every Tuesday Night 


Ready at 5 


At Count’s Restaurant 
910 Pa. Ave., W. 
Thone 9800 


For Now or Christmas—the 
Youngster Will Love One 
Anytime! 
18-INCH CUDDLY 
SUNSHINE 
DOLL 
98c 
A loveable toy. Well made. 
Stands alone 
HARVEYs CAREY 
— D R U S S T O R E ----- 


S p ecia l for T on ig h t 
FLOOR SHOW AND 
DANCING 


——at— 
MUSCARO’ S 


featuring 
J erri D a rlin g 
Whirlwind Acrobat and Toe Tap 
Dancing 
No Cover Charg© 
No Minors Allowed 


Blatt 
Theatre 
Bros. 


Tuesday and 
Wednesday 


Youngsville 


Admission 
10c, 25c + tax 


250—Lucky Nights—250 


Operating on Slow Time Again 
John Garfield 
- 
Anne Shirley 
Claude Rains 
- 
Roscoe Karns 
“ SATURDAY’S CHILDREN” 


Thursday 
Edmund Gwenn - Mary Maguire 
“ MAD MEN OF EUROPE” 


Speci al ! 


Men s Suits 


or 


Top Coat 


CLEANED & PRESSED 


Ladies’ Plain 


Dresses 
or 
Spring Coat 


i t i s l t A 
f t i r r i f 
PETER PAN 
CLEANERS 


Clea n ers 
- Fu rriers 
Cut-Rate 
230 PENNA. AVE., W. 


Gamble Building Corporation 


S e r v ic e p lu s R e l i a b i l i t y 
Liberty Court 
l*hon© 2288 


W A R R E N , P A . 
T I M E S - M I R R O R , T U E S D A Y , S E P T E M B E R 3. 1 9 4 0 
T H R E E " 


So Cooling I 
SAUDI 


METHODISTS OF 
BQby 
TakesQ Bow'fro-^ D-h--< WARREN COUNTY 
' 
* 


in package! and tea-bags at your grocer's 


DAIRY HERD IMPROVEMENT GROUP 


REPORT FOR JULY IS PRESENTED 


Officers: C. J. Curtis, president; 


Alfred Akins, vice president; F. P. 
McCullough, secretary-treasurer. 


Testers: Mervin Schuckers and 


Michael Hummel. 


Directors: F. L. Dodd, Aithur 


Bradley, Carl Johnson, Lester Hale. 


County agent: O. C. Tritt. 


Unit No. 1 


The following is the report of the 


Warren County Dairy Herd Im- 
provement 
Association 
for 
the 


month of July, 1940 (unit No. Ij : 


Herds tested 
18 


Cows in milk 
425 


Cows over 40 Ibs. butterfat... .140 
Cows over 50 Ibs. butterfat 
50 


Cows sold unprofitable 
8 


Cows dry 
46 


Cows over 1000 Ibs. milk 
178 


Cows over 1200 Ibs. milk 
108 


Below is the list of the thirteen 


highest producing cows in butterfat 
for the month (individual fanners): 


Lbs. 


Owner 
Breed 
Milk 


Mrs.A.J.Leofsky.Gr.H. 1888 
Wm. Armitage.. Gr.H. 1469 
Henry Ward 
Gr.H. 1643 


Arnell Carter... P.H. 1745 
Thayne Tubbs... Gr.J. 1364 
Wm. Armitage.. Gr.H. 1612 
Wm. Armitage.. Gr.H. 1457 
Carl Johnson.. .Gr.H. 1482 
Arnell Carter... Gr.H. 1699 
William Henry.. Gr.G. 1283 
Carl Johnson.... Gr.H. 1600 
Monroe Upton... Gr.H. 1532 
Rouse Hospital..Gr.H. 1618 


Lbs. 
But- 
ter- 
fat 
68.0 
64.6 
64.1 
62.8 
61.4 
61.3 
59.7 
59.3 
57.8 
57.7 
57.6 
56.7 
56.6 


Below is the list of the thirteen 


highest cows at the Warren State 
Hospital. These cows are milked 
three times daily: 


American 
residential 
building 


passed the billion-dollar mark in 
1939 for the first time since 1930. 


Lbs. 


Owner 
Breed Milk 


State Hospital.. .R.H. 
2294 


R.H. 
2272 


R.H. 2031 
R.H 
1900 


a.H. 1934 
R.H. 1928 
Gr.H. 2043 
Gr.H. 1922 
R.H. 2012 
R.H. 18S2 
Gr.H. 1854 
Gr.H. 1891 
R H. 1593 


Lbs. 
But- 
ter- 
fat 
80.3 
72.7 
69.1 
68.4 
67.7 
65.6 
65.4 
65.3 
64.4 
64.0 
62.9 
60.5 
59.3 


Unit No. 2 


The following is the report of 


the Warren County Dairy Herd 
Improvement Association for the 
month of July, 1940 (unit No. 2): 


Herds tested 
26 


Cows in milk 
465 


Cows over 40 Ibs. butterfat 
. 71 


Cows over 50 Ibs. butterfat 
17 


Cows sold unprofitable 
12 


Cows dry 
42 


Cows over 1000 Ibs. milk 
102 


Cows over 1200 Ibs. milk 
47 


Below is the list of the eleven 


highest producing cows in butter- 
fat for the month (individual farm- 
ers) : 


Lbs. 
But- 


Lbs. ter- 


Owner 
Bleed 
Milk 
fat 


Albert Firth 
Gr.H. 1773 76.2 


Albert Firth 
Gr.H. 1742 71.4 


C. R. Moore 
Gr.G. 
1398 65.7 


F.L.Dodd&Son.Gr.H. 
1597 60.7 


F.L.Dodd&Son.R.H. 
1581 60.0 


C. R. Moore 
Gr.G. 1190 59.5 


F.L.Dodd&Son.Gr.H. 1341 56.3 
C. R. Moore 
Gr.G. 1079 56.1 


C. R. Moore 
Gr.G. 1302 56.0 


Fred Ludwick... Gr.G. 
1259 54.2 


C. R. Moore 
Gr.G. 896 53.8 


MERVIN SCHUCKERS, 
MICHAEL HUMMEL, 


Testers. 


McKenney 
On Bridge 


M'KENNEY BRIDGE 
Suit-Directing Play Gives Defend- 


ers Quick, Easy "Victory 


BY WM. E. McHENNEY 
America's Card Authoriry 


Today's hand was selected from 


4 6 2 
T A Q 10 9 7 3 
4- 10 8 4 3 


6 


•» K Q 9 7 6 
*Q95 


+ 52 
* AJ 10742 


Duplicate — Neither vul. 


South 
West 


Pass 
1* 


3 * 
34, 


Pass 
-t 4 


Opening — > 


North 
2 V 
Pass 


4 V 
Pass 


Paps 
Pass 


6. 
Z 


the open air event in the recei* 
Oklahoma City tournament, which 
was won by Mrs. George Short of 
Oklahoma City and L. D. Hinman 
of Enid. 


The hand shows the value of a 


very important gadget in bridge, 
the suit-directing play. 
A few 


years ago I wrote frequently about 
this play and was a little disap- 
pointed to find that some players 
are abusing it; that is, they are 
trying to use it on every play. If 
they would not let it interfere 
with the standard discarding con- 
ventions, they would not get into 
trouble. 


In today's hand North opened 


the six of clubs and South won 
with the ace. 
South could read 


that the six was a singleton, as 
all cards lower than the six were 
accounted for, and by the rule of 
eleven, he knew his partner had 
not led fourth-best. 


His problem now, was which of 


the clubs had bid hearts and un- 
doubtedly held the ace, so South 
led the jack of clubs. 
The high 


card led asked North to lead back 
the higher of the two suits not 
trump. 


North therefore did not make 


the mistake of cashing" the ace of 
hearts, but returned a small heart, 
which South won with the king 
and then gave North another ruff, 
defeating the contract. 


WHAT CIUICM 
»0 101! 


H m»k*i Httle difforenc. »t Hiit l*r«)y 
Hotel, locared m th« losautifjl P*rk Plac» 
s«e*i»» •rerlooking th» Bcardwilfc »nd 
Oe««n, K churches of «ll denominations 
•r« close by and htrt you will find con- 
9*ni«l iritnds of all faiths, tfi« Wnd with 


ou j»ref«r to associit*. 


to ihit, you hav« th« *ssuranc* 


•f • most hospifabia m*nag»meni- and 
courteous 
serv»nte to 
anticipate your 


•vishos. 
Siaep 
m ffn* 
beds, cheerful 


foofr>s and unjoy M «bt>nci*nce »»d y»ri- 
**f tf foods. 


Ho 


A PAT O1V THE BACK 
Coming from a 
subscriber 


who resides in a section m 
New York state served 
by 


papers printed in towns much 
larger than Warren we con- 
fess pardonable pride 
in the 


following letter: 


"Find enclosed a money or- 


der and thank you for your 
kindness in not stopping the 
paper. I enjoy 
reading the 


Times-Mirror, have 
taken it 


since 1936. I enjoy the paper 
because I think it stands up 
with some of the 
papers of 


larger cities and goes ahead 
of lots of papers of same size. 
In fact I do not know of a bet- 
ter paper than the 
Times- 


Mirror. Again I thank you. 
Sincerely, Rev. F. W. Shope, 
Ripley, k. Y." 


YOUNGSVILLE TO 
ORGANIZE GROUP 


Youngsville, Sept. 2—An import- 


ant meeting for women, members 
! or friends of the Methodist church, 
is scheduled for Thursday after- 
noon at 2:30 p. m. in the Method- 
ist church. 
At this time plans 


will be discussed and the local 
Methodist women organized for the 
new department of 
the 
united 


Methodist 
church, the Woman's 


Division 
of 
Christian 
Service. 


United in this organization will be 
the present Woman's Home and 
Foreign Missionary Societies and 
the Ladies' Aid Society. 


The program to be given will 


follow the plan to be used in all 
Methodist churches for a similar 
meeting. 


A nominations committee con- 


sisting of Mrs. Anna Kay, Mrs. 
Nora Russell, Mrs. Edith Bellz, 
Mrs. Max Davis will meet in the 
prayer room of the church at 8:30 
p. m. Wednesday following the lo- 
cal prayer service and will give 
their report at Thursday's meeting. 


A committee consisting of Mrs. 


Robert Mead, Mrs. H. H. Husted, 
Mrs. George Anderson and Mrs. 
Leota Day have been appointed for 
the course of study. 


All members of the circle ajs 


well as of the organizations before 
named are urged to be present at 
this meeting. 
Refreshments Will 


be served with the following com- 
mittee in charge: Mrs. Maye Hoov- 
en, chairman; Mrs. Warren Jones, 
vice chairman, assisted by the p.Qe- 
sidents of the church circles. 


DIRECT RELIEF 
ROLLS DECREASE 


Dn-i i i<4im lolls showed s. net 


deciease ot eleven cases during the 
week ended August 24, according- 
10 
infonnat'on 
received 
today 


from Ho\vard L. Russell, state sec- 
retary of public assistance-. 
The 


decrease brought, the total relief 
load in the county down 
to 202 


1 cdspi representing" 668 persons. 


I 
The decrease was the result of 


12 coses being" closed and only one 


! l>em°" opened during" 
the 
week. 


Gains in both private and 
WPA ' 


eniplcymenr vteie responsible. 
' 


\ 
Cost of relief in the county dui- 


ing ths week was $1,124.04. 
' 


j 
In the state, diiect relief rolls i 


i rea ched their lowest 
level 
since ' 


• December, 1937. At 
the 
«Kl of 


ihe \\eek tne rolli numbered 361,- 
947 '-ases i epvesenting a total of 
472.2o6 peisons. This 
low point 


was especially noteworthy in that 
a marked the anniversaiy of the 


Jueek in August. 19:59, when the* 
slate's 
general 
assistance 
load 


re.u h._el « lecoid 
high point 
of 


~ 


Progress 


through 
Electricity 


Accustomed to receiving bows, the DurhpF.s of Windsoj sterns to be 
giving one \vhile putting at her PI^P the bashful little Bahama s"J 
who has just presented a botiquei 
-uei-tatoi.s and 1hf> DuUc of 


Windsor, right, look on v.jth amu.se Ment 
The oi iv j«n \vas ihe 


formal v.elcoms j'or the nev, Go\emw ?!\i-n b\ ilie nati\f iH.pn 


lation of Ne\\ Pioviaence Wand 
" 
Hie 
ot 


STANDARD TEVBE 


Youngsville citizens turned thslii- 


clocks back an hour at midnight 
Monday evening as the borou.jh 
went off 
daylight saving time at 


that hour. 
' 


SCHOOL OPENS 


A new faculty member was abi- 


ded to the high school staff la all 
week when Walter Sheffer 
wjjs 


given a position in the English de- 
partment. 
He 
graduated 
thfe 


spring from Houghton College anil 
four years before 
ville High School. 


from Youngs}- 


GOVERNOR HERK 


Governor Galindo, of Panama^, 


his daughter and husband, Mr. ani^ 
Mrs. Herbert Peterson, and theis 
children were guests Saturday ol! 
Burgess and Mrs. Warren Kay. 
! 


The governor is spending a littlel 


time on Chautauqua Lake near 
Bemus Point and seemed to enjoy1 
much his visit to Toungsville and! 
the community fair. He expressed} 
this appreciation from the judges' 
stand Saturday evening after be-i 
ing introduced to those present at 
the horse show, the final event of 
the Community Fair. 


Before going back to Panama 


Governor Galindo expects to place 
a. son in State College, as a stud- 
ent. 
This is the second period 


Governor Galindo has held gover- 
norship of Panama. 


TIMES TOPICS 


DECLINES CAM, 


Members of the congidgauoo o/ 


St. Paul's Lutheiaii church have 
received word that the Rev. Goi-, 
don Bergin, of Falconer, has de- 
> 


clined the call extended him by the ' 
local church a short time ?t>d 
| 


Civil Service 
Examinahonf 


<\><-.t OL dueci i elipf in Peimsyl- 


• - ( V i ? anting ttie week 
was S1,- 


100,004.88. 


Following- aip ihft 
tigures loi 


some neat by counties- 


Clarion -Cases, 305; decrease, 


4. cost, $1,803.33. 


CiavM'ord—Cases, oil. deoiessf, 


•i 
rost, S2.868.93. 
R1K 
C?ses, 253; d*i-ie»i»p, 
•6. 


'0-.1, .1,1,509.56. 


Rrie 
("Vises. 
"I S06. fVcicas?, », 


rost. 
Jj,l 1,093.08. 


Molest —Cases, 5fl. no 
change, 


cost, S410.60. 


McK'jaii—Cases, S81; 
decicase, 


4. <ost, ,>2,050.94 


Venanga--Case«, 808: cleciease, 


.1,5,419.50. 


AT DUBOJS 


The Wairen 
Salvation 


corps band retuined last evening 
from DuBois, where it took part 
in the civic parade Monday aftei- 
noon. The band also conducted an 
open air service in the evening and 
presented a sacred concert in the 
DuBois Salvation Armv auditorium 
last night. 


The I'miPd Stales Civil 3ei\ue 


Ciwnui 
ion has announced op^i 


compelime examinations ior The, 
positions listed below. Applications 
rami. be on file \\-iih the Com 
mission's 
Washington 
office 
jiol 


latej Llian 1hf tlo.jing dates nieu-' 
tioned in each case 
All salaries 


given aie subject 
deduction of 31 , 


Inspectoi, signal 
CM pa equip- 


ment. $2,800 s yeai. also senior, 
.S3,200 a yeai; junior, $2.000 a yeai. 
Employment 
is 
in the 
signal 


Cojp.«, Wav Depaitmem, for duty 
jn the field. Applicants mini have 
had college study m electrical or 
radio engineering. In addition, ex- 
cept for the -junior giade. they 


o _ _ must, have had experience in m- 


of the local Pennsylvania Motor spectmg or te.ning or pau=, as- 
Police sub-station, reminds appli- sembhes, or completed unu.« of 


EXAMINATION DETAIL 


Corporal D. A. Gehr, in chaige | 


cants that the next date for oper- 
coip<? equipment. Applicant? 


ator's license examinations is to- I lau$t nor have P-ssed then- ntty- 
morrow, September 4. Tests are i 


PULLING CONTJESX 


There was much interest in the 


horse 
pulling 
contest 
at 
the 


Youngsville fail-, despite the fact 
that rain made the ground heavy. 
The pull-meter from State College 
was used in this event. 
Harry 


Ludwick of Lander took the lead 
in the light teams under 
SOOO 


pounds. 
The second place was 


taken by an Erie team and 3rd 
by Stanley Lawrence, Warren, and 
4th by E. B. Cornish of Bear Lake. 


In the heavy class teams over 


3000 pounds, the first place was 
taken by Roscoe Mitchell, of Wat- 
erford, who has honor of having 
his team take the state champion- 
ship. Second place was taken by 
Clarence Kibby, of Warren; 3rd, 
George E. Nick, of Erie, and 4th 
Mr. Coulter of Tionesta. 


given by the examination detail 
the bai racks, 409 Liberty street, 
every Wednesday and the second 
and fourth Friday of each month. 


IN HOSPITAL CLASS 


Four Warren county 


listed among those who will be 
graduated on Friday evening from 
the W. C. A. Hospital training 
school in Jamestown, N. T. Thev 
are: 
Pauline Eloise Anderson and 


Ardith Louise Johnson, of Shef- 
Seld; Garnet Evelyn Lauffenber- | eei-ing 
ger of North Warren: Frances Lu- ' nassed 


nfilt bnthciay 
Application" will 


be laied as leceived tmiil fnvlhei 
notice. 


"Engrneeim<y aid Caeionaauoalt. 


S3,800 a yeaj ; also chief, $2,600 a 
year, principal, .12,300 a yeai, sen- 
ioz-, $2.000 g yea?, and sssislanl 
?1,620 a year. .Employment is in 
the Army Air Corps. Wai- Dep-m- 
ment. Applicants must have had 
engineering experience in testing, 
research, design, ronstrurlion, or 
other engineering- activities, paitly 
in the field of aeionaulical en gin- 


Applicants must nol hove 


cile Nicholson, of Akeley. In the 
incoming class is the name 
abeth Ann Johnson, of Warren 


their fifty-fifth buthdav 
' 


TVO-GOT-DOUGH 


Applications will be laied ap i e- 
ceived until June 30, 19-<<l 


Assistant 
inspector 
of 
hull5;, 


$3.200 a yeai ; ?nd assistant m- 
-=pecror of boilei.s, S3,200 a yea/ 


According to the Kane Hepubli- ( Employment is m the Buieau of 


<-an, 
Ga-In-Dah-Qua, 
otherwise Marine Inspection and Navigation, 


tjher 


as 


of 
O 


County Agent's News 


ItMNOVATE LAWNS WITH 


CAREFUL JPROCTCDURE 


i ' i \ e 
impoitanL 
requirements 


niint ba met in lenovatmg weedy 


a letiremem towns accoidmg to County Agent 


O C. Trill. 


He lecommendfl good 
seedbed 


PJ e(Jr.ration, use oi limestone, ap- 
plication of 4.-16-4- feitilizer 
and 


soybean meal or other organic nit- 
10° er. cauier in equal parts, sow- 
ing- the proper seed mixture, and 
setting the mower to cut I1/; to 
I'/, inches following renovation to 
allow the grass to develop ». deep 


system. 


STRIP OKOFPINtt SA\'JKR 


SOIL ANJD 


IVheje liuge and small gullies 


C-UL the slopes of hilly grain fields, 
ruvch valuable soil is lost and the 
harvesting ot the grain and the 
hay which usually follows, is hard 
on machinery and tempeis. 


Howevei, if sloping 
fields are 


fielded into strips, laid out appro- 
ximately on the contour and farm- 
ed so that plowed strips alternate 
with strips of sod, nearly all the 
washing- is ron(.rolled and loss of 
soil and gully annoyance are re- 
duced to the minimum. 


On the Stale Industrial School 


Farm ?<• 
Huntingdon, 
the 
farm 


manager has divided all the slop- 
-"--- •" 
into 80-foot strips on the 


Agent R. R. Claik. Mi. Kirk, the 
•faim manager ii 
well 
satisfied 


with the Jesuits. He lepoits that 
this was the firsl year he was able 
to cut 60 acie.s of barley without 


breakdowns of the binder 


As a group, the people of the United 


States enjoy the highest standard of liv- 
ing- in the world today. 


Significant with this fact is the im- 


portant part which electricity plays in 
the everyday lives of the people. In the 
home, both city and country, electricity 
has brought new comforts and conveni- 
ences. 
"Mass production, with electric 


power, has put the products of industry 
within the reach of everyone. 


Our aim is. and always has been, to 


maintain the highest standard of elec- 
iric service possible at all times. 


Pennsylvania Electric Co. 


POLITICAL FORUM 


A nicies appearing 5n this department aie furnished by ifpreseu- 
tatives of the icspectivfi parties in Wan-fin county and are 
ttot intended to reflect tht- vieiv* or opinions of the publisher. 


ii-^an-^ua, 
umciwjae —-""- ^»^ 1.^1. <um i\a vigauoii, several breakdowns of th» binder 
l^l6 ^i.1?' 1Ian ™°~ DfiP£rlment of Commence. 
Appli-, caused by dragging it over deep 
i-Dahn-Goht, otherwise cants must have had experience a- onii,r« 
' 
L 


Ijnown as Arthur H. James, has 
jtist cause for complaint. 
When 


°n officer on either 
Lake;?, or river 


exps 
oc°an, 


gun,c« 


Greta i 
stup chopping involves no ouL- 


tjie tribe adopted Governor James , owned and operated by tne Gov- 


pre- ] einment; and at 1he time of mak- 
cash i mg application, they must, hotel x 


• 
• 
. 
^ . 
j~ 
, 
\ - , ~ 
or on ships ]3y of money and caus 
lltt] 


days ago O-Dahn-Goht 


sinted Ga-In-Dah-Qua with 


convenience in getting it 
under 


way. The Agricultural Extension 


vjre has aided rnoie than 700 
_ 
. 
TT ., 
- ~, 
... 
"**' ..' " 
ftv^j 
VAV4W1.1 
*A*VJL C 
LIlClll 
I UV 
HI an exchange of gifts, according , United States license as Masts. 01 Ifm-meis to atait such a system of 
to tribal^ custom, but 
the tribal I Chief Engineer for Hie class of j soil saving". Hundreds 
of 
other 


mother claims that the money was 
pocketed by another Indian woman 
Ga-In-Dah-Qua, which means "She have 
passed 
thPir 
foicy-eighth 


service for which they vish to be' - 
examined 
Applicants musi not 
sysLems 


have laid out 
satisfactorily 


found that they serve the 


their own 
and have 


. 
' 
! t ' * i 
-i 
^, 
—° 
j w i j i v t 1110.1. i Li^-.y O ^ A V C cjie uuipy.'se 
Pil;ks Up the Plants" very evi-1 birthday. 
Closm° dates a)e Oc- ailrnirably 
Rome of these farms 


Lester Hale of Youngsville was j dently did not pick up the warn- tober 3 and Oclobei 7, 19-<0. 
'have bPen strip-cropped 
for 
50 


superintendent of the horse pull- 
ing contest. 


FARM NEWS 
I 


_: 
•* 


WATCH FEED NEEDS OF 


THE NEW PULLET FLOCK 


*»<• Vert of «H, you «il| 
+p lo*rn how mod»r*T« 
\Vrrf* TODAY. 


ATLANTIC CITY, NEW JERSEY 


WHAT 


Beautiful Fabrics! 
And such a variety of pat- 


terns and qualities. 
Such are 


the remarks made by customers 
when making a selection for 
the recovering of their old furn- 
iture. 
We refinish the wood- 


work, and make it look like new. 


All kinds of furniture repair- 


ing. 


Geo. 
L. Folkman 
& Sons 


When the pullets are moved from 


the range to alying quarters it is 
highly important to keep feed con- 
sumption normal or on the in- 
crease, reminds County Agent O. 
C. Tritt. 


With immature pullets, this is 


OIL EXCITEMENT 


iBringing in of a half million 


foot gasser with a showing of oil 
on; Warrant 3140 in the Music 
Mountain district last week, jusr 
S^Be hours after the property haci 
beim leased by John W. Becker, of 
Biiidford, indicates the posnibilitv 
of' a new pool. 
The well showed 


Engineering 
draftsman. 
.Si,800 
Veflt.« 


s year; also chief, !>2,600 a yeai , 
principal, ,S2,300 a yeai; semoi,' 
°,2,000 a yeai; and a.'sislani, «,520 j 
A OMINI^'I'KATION MOTICJK 


TJie Republican PresidenUal can- 


didate is being criticised by the 
opposition for what the New Dea l- 
ers call "lack of experience." 


It is perfectly true that Mi. Wil- 


lkie has never held public office, 
but to dra.w from that fact the 
conclusion that Mr. Willkie is in- 
experienced or immaluie, that his 
training- has not bee.n one that 
would equip him for high execu- 
tive office, is to overlook some very 
important qualifications indeed. 


"ft is true that Mr. Willkie is not 


thp political "fiont man" for » 
group of radical dreameis; he ha* 
ideas of his own. Nor is his ap- 
proach Io any pioblem the ap- 
proach of the experimental welfare 
worker; Mr. Willkie is a ) ealist. 
He knowa that experiments can 
too 
often 
turn 
into expensive 


blunders. 
All lii.s life Mi. Willkie 


has been faced with grim res lilies; 
he never could afford to blundej. 


His knowledge of America, gain- 


ed first-hand for the mo.st part, 
is exceptionally wide. He has, ac- 
cording to one writer, "harvesled 
wheat in Minnesota, dressed tools 
in the Texas oil fleld,«, operated a 
cement-block machine in Wyom- 
ing, puddled steel outside Chicago, 
husked coin in Jowa, milked cows 
in Wisconsin, picked vegetables in 
California, inn a tenl hotel in 
Colorado, taught high school m 
Kansas and practised Jaw in Ohio 


s year. 
Optional branches 
Letters of Administration c. t. a. 


plvirnbins, lacho, 


' 


Architectural, civil, electrical, heat-' on the estate of O. L. Thompson, 
,n«r .,„- 
renulalmg, mechanic.,I, ]are of the 
Village 
of Garland 


io.-!™, ^,™i,™n ,„,,,,. 
vv.tjuen co'tnty, Pennsylvania, de- 
ceased having been granted to the 


;rs!g-neil, notice is hereby giv- 


_... 
, 
. 
. 
. ,„* to a l l persons indebted t o said 
i-ock pressure of 
o50 
pounds, 
( ;nce partly, m The optional branch estate to make immediate pay- 


(machine i 
etiurtural, 
topographic, general 


applicants must have had elemen- 
tavy drafiing training or pxpen-je n 


steladily maintained, which was a chosen. 
caitse for optimism as rock press- , passed 


not a matter of concern, but when wesi: of tne Music Mountain gu<?li 
puUets have started to lay before er- 
they are moved, the flock owner 
must watch carefully to prevent 
slumps in feed consumption. 
A 


Applicants nm-.t not have merit and those bavin" claims or 
their 
fJCty-fifih 
birthdsv demands s^aimt the "same 
will 
ure in 
other well has dropped , Closing dale? aie September 
\'i , pier»nl. them to the undersigned 


off to 200 pounds after the well , and .September 16, 39.1Q. 
- 
- 
" 
' 


came in. The well is located south-' 
Full "in formal ion 3=; 10 
| quirements for the^e 
ind application foim^, may be ob 


piope/lv 
ment. 


a'lthenticated lor settle- 


KEYSTONE PRINTING CO. 


COMMERCIAL PRINTING 


REX A. HAND 
TED BERDENE 


Cor. Oak St. and Lexington Ave. 
Telephone 1515 


drop in egg production may follow 
removal to the houses and even a 
neck molt or a complete body molt 
may be caused by inadequate feed 
consumption for a period 
after 


housing. 


If pullets have been laying 30 


to 40 per cent prior to housing, the 
use of artificial lighting and sup- 
plementary feeding will be valu- 
able in maintaining feed intake and 
aiding the fowls to continue or in- 
crease production and maintain or 
increase body weight. 


Mr. Tritt reports the use of the 


regular mash fed as a wer mash 
once daily, fleshing mashes, or pel- 
lets ag a common practice. 


In addition, it is a good plan to 


know how much total feed the 
pullets are consuming as well as 
the proportions of grain and mash 
in the total ration. 
The careful 


feeder, says Mr. Tritt, can regulate 
these proportions to provide the 
proper protein intake and keep up 
the appetite of the birds. 


THIEVES IX>SE ON DEAL 
Lancaster, Sept. 3—(/p)—The 


Concordia singing society was $2 
richer today after 
a 
visit by 


thieves. Interrupted as they tamp- 
ered with a coin machine, the in- 
truders departed hastily, dropping 
a .$2 roll of nickels. It wasn't the 
society's 
monpv said 
President 


• 


W.'lR ANNIVERSARY 


l}he Columbia Broadcasting Sys- 


tem travels to London, Berlin and 


Hallie G. Covell. 


Admimstratnx c- I. 
tamed from W TJ HcMichael, Sec-, C. Hejuy Nicholson, Atlomey 


Wauhington tonight in a broadcast 
ma.i king the first anniversary of 


lelary of the Boa id of IT. S. Civil 
Service 'Examiners, at the posi. of- 
fice in thi= citv 01 from the Sec??- July 
tary of the Boaid of TT. S. Civil — 
Service "Examiners, at anv fii = 


40* Wazz'en National Bank 


Building 


?.0 Aug. 6-13-20-27 Sepi. S-31 ^ America 


befoie he took io ths load 
1933." 


At thsj. nme he began t)aveu,ng 


thiough his company's territory-- 
the stales of Tennessee, South 
Carolina, 
Alississippi, 
Florida, 


Georgia, Ohio, Pennsylvania, Illi- 
nois and" Indiana. 
He traveled a 


bundled days out of each year and 
visited over 3000 communities an- 
nually 
These \'i.sil.s were more 


than mete routine inspections of 
the local utility office. 
He knows 


the newspaper editors, the factory 
and shop owners, the bankers and 
an amazing number and a.^sort- 
-nent of "the folks". 


He knowa their pioblem? and 


thair lives. 
Tt i.s from them, and 


not" from a bunch of backgi ound 
politicians 
and 
would-be brain 


trusters, that he hs,? built his faith 


"DEMOCRAT 


The following statement 


by the Bureau of Publicity of the 
Democratic 
National 
Committee 


gives a good idea of what kind of 
"Democrats" aie going- over to 
Willkie and also throws light on 
the degree of accuracy in state- 
ments issued by the Republican 
National Committee: 


"The evening newspapers carry 


the announcement by the Republi- 
can National Committee lhat John 
B. Jameson, 'Chairman of the New 
Hampshire StaAe Democratic Com- 
mittee,' has declared for Wendell 
Willkie for Piesident. 


"Mr. Jameson was Slat.e chair- 


man 30 years ago. Mr. Robert. C. 
Murchie, an ardent. Roosevelt- sup- 
port er, is now 1he chairman and 
has been for many years. 


"Mr. Jameson is a banker who 


•joined the Republican Party be- 
fore th" 3936 Presidential election, 
so he antedates Mr. Willkie as a 
Republican by at least two years." 


"Any 
justification to lacking the 


label—'war parly'— on. the Demo- 
crats lhat Republican spellbinders 
thought they had during their con- 
vention riaya was knocked into a 
cocked hat with the adoption of 
the Democratic platform at Chica- 
go. The plank is much stronger 
and mote specific than Ihe one ad- 
opted by the Republicans, 
and 


clarifies the 7'ecord as to where the 
Democratic party stands in regard 
to participation in the wars being1 
waged abroad. The Demociuts aie 
only taking the position that all 
good Americans should take. They 
want no pa it in wai. They want 
to puisue 3 peaceful existence buf 
they have made i1 equally plain 
tha.t they do not. intend to commit 
the country to a state of pacifism 
which will accept the dictates or 
any othe?- nation " 
Register (Dem.j 


State 


the war. 
The broadcast starts a t ' second-dp?s po=n office 
10:30, with the voices of Edward R. ' 
Muurow in London and William L.' 
Shiner in Berlin. 
The broadcast • 


then will switch back to Nev/ YoiK 1 
and Washington for reviews by | 
Major George Fielding Eliot and 
t 
Alba rt Warner. NBC presents two 
prog-.rams—on the WJZ 
reemictments of tbe 


netwoi k, 


of the 


Loral Man Honored 


By Former Pupils 


Of Mill Villas* Hi 


•>. , 
ADMINISTRATION NOTICE 
Letters of Administration on the 


Kstate of Maude Falconer, late of 


.-. Sugar Grove Township, Warren 
1 .County, Pa., deceased, having been 


this day granted to the undersign- 


. , 
A«dlso" 
Graf Spea, the invasion of the Low- ' 
« l s o" 
ll 


landV and the collapse of France, P.rot honotary, 
at 10 p. m., and the WEAF hookup . *$*** 


, 
, 
hll.e- Wa"e" ™U"'V 
no set ved as pl,n- 


tte high school at 


3. rotl nd table of commentators 
military experts at 10:30 


Thompson^ 


Borsoma Tablets 


Village, Erie county, for six years 
piior to coming here, wag honored 
at a reunion of his forme) pupil' 
last Saturday. 


The reunion was the thud held 


by the pupils of 35 years ago and 
the men and women who once at- 
tended school unrier the local resi- 
dent 
enjoyed 
lecalling 
former 


Often bring quick relief to sutTei- times. Most of the former pupils 
ers from headaches, dizzy spells i are fathers and mothers, while one 
and aiiserable aches and pain?. If is now a grandmother, having her 
your kidneys are not carrying off'son and grandson at the reunion, 
the bodily wastes and exces? acid 
A fine dinner was served at noon 
as th^y should you feel ill and can- by the ladies of the Mill Village 
not ti 11 why. Thompson's Borsoma, Methodist church 
Mr. White was 


T*blels aid the kidneys in filtering, presented with a fine traveling bag 
out these poisons. They are effec-' m honor of the occasion. 
tive ai id harmless, but bring relief 
_ 


with 3 mazing comfort. 50c at all 
The Alaska railroad was tamh 


drug istores. 
If constipated take, by and i.s owned by t'.p federal 


Goldeli Lax Tablets to assist the government. 
good \:cfk of Thompson's 


ed, notice i.s hereby given to all 


I persons indebted to said Estate to 
make immediate 
payment, 
and 


those having claims or demands 
against thf same will present them inn, 
•»*, 


i- 
t i 
-i 
I J-UtJi. 
JajLl 
t'> the undeisigned, propeilv 
ati- I ^..^ '- ., ~ 


rheoticateci fof settlement ' 
' °Ut °f low;l 


1 
.Tarne?; W. Falconer, 


R. D. 2, Warren, Pa 


Ji'ne Jo, 1940. 


P. Pier.^on Raton, attorney 


Warren, Pa. 


That faith is his political phil- 


osophy; the philosophy thai says, 
'What needs to be done, Ameri- 
cans can do, without government's 
compelling hand on their necks. 
America can be strong and free, 
but she must be both. She can 
not be the one without the othsi." 


NOTICE 
;. 31st to Hepieinbei 


Alr.s. Wade will be 
Their Beauty Shop 


will be open ss usual 
S-30-3t'- 


ADMINISTRATION NOTICE 
Letters of Administzation d.b.n , 


"Henrv 
Wallace 
himself 
ex- 


amples the best in American 
scter snd ways. He is a man of 
cteep and unshakable principle, a 
fine example of the independent. 
rural wesl. 
yeaia in th; 


His seven and a half 
mosl difficult post of 


spokesman for agriculture in the 
cabinet ha1; displayed no weak spot 
in his armor as an honest and ade- 
quately able man. There was no 
more significant moment in the 
convention than when Philip Mur- 
ray, 
speaking for Pennsylvania 


Jaboi, spoke from the platform for 
Wallace for Vice President. 
Thai- 


was a sealing of pai-tnership, foi 
this campaign, of labor and agTi- 
cultuie, two of America's three 
grea/t, ever-lo-be-balanced estates'", 
-Day i on (O 1 Daily I\TPWS fDemi. 


Aug. 
27. Sept. 3-10-17-24 Oct J-6t 


ADMINISTRATION NOTICE 
Letters Testamentary on the es- 


tate of Rebecca Earley, late of the 
Borough 
of Clarendon, Warren 


County, 
Pennsylvania, deceased, 


having been granted to the under- 
signed, notice is hereby given to 
all persons indebted to said estate 
to make immediate payment, and 
those having claims or demands 
against the same will present them 
to the undersigned, properly au- 
thenticated for settlement. 


Mary E. Huber, Executrix. 


C. Henry Nicholson, Attorney. 
40* Warren National Bank Bldg. 


iT,P- tn 97 ^orjf •' 1n ''f V. °-i. 


c.t.a., on the estate of Sahar Ann 
Taylor, also knov.-n aa Sarah Ann 
Taylor, late of the Township of 
Pittsfield, 
County 
of Warren, 


Pennsylvania, 
deceased, having 


been granted to the undersigned, 
notice is hereby given to all per- 
sons indebted to said estate to 
make immediate 
payment, 
and 


those having claims or demands 
against the same will present them 
to the undersigned, properlv au- 
thenticated for settlement. 


C. Henry Nicholson, Adminis- 
trator d.b.n., c.t.a. 


C. HENRY NICHOLSON. 


Attorney 


Warren National Bank 


Building 


Id«al for 


«. Otferg high sanitary efficiency. 


Us low design, and modern lines gr?» 
th« b*tirooza a smart note. Has ao BT- 
posad pipe conasctions—tank co^er 
*«rv«s as shelf. A r«al bargain b«- 
cause it !s Crane-Quality. Com* is 
for ds 


SAM RASMUSSEN and 
HARFY F. GUTZLER 


£! Sil 
CD Srcok St, 
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So Cooling I 
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! n p i c k i g e s a n d t e n - b a gs « t you r gr oc e r s 


DAIRY HERD IMPROVEMENT GROUP 
REPORT FOR JULY IS PRESENTED 


Officers: 
C. J. C urtis, president; 
Alfred Akins, vice president; F. P. 
McCullough , secretary-treasurer. 
T esters: 
M ervin Sch uckers and 
Mich ael Hummel. 
D irectors: 
F. L. Dodd, A rth ur 
Bradley, Carl Joh nson, L ester Hale. 
County agent; 
O. C. T ritt. 


Unit No. 1 
Th e following is th e report of th e 
W arren County D airy Herd Im ­ 
provem ent 
Association 
for 
th e 
m onth of July, 1940 (unit No. 3): 


Herds t e s t e d.............................. 
Cows in milk 
........................... 
Cows over 40 lbs. b utte rfa t. 
Cows over 50 lbs. b utte rfa t. 
Cows sold unprofitable . . . . 
Cows dry ....................... ........... 
Cows over 1000 lbs. m ilk. . . 
Cows over 1200 lbs. m ilk ... 


. 18 
.426 
.140 
. 50 
. 
6 
. 46 
.178 
.108 


Lbs. 
Owner 
Breed 
Milk 
S tate H ospital.. .R.H. 
2294 
R.H. 
2272 
R.H. 
2031 
R.H. 
1900 
R.H. 
1934 
R.H. 
1928 
Gr.H. 
2043 
Gr.H. 
1922 
R.H. 
2012 
R.H. 
1882 
Gr.H. 
1854 
Gr.H. 
1891 
R.H. 
1693 


Lbs. 
B ut­ 
te r­ 
fa t 
80.3 
72.7 
69.1 
68.4 
67.7 
65.6 
65.4 
65.3 
64.4 
64.0 
62.9 
60.5 
59.3 


Unit No. 3 
Th e following is th e report of 
th e W arren County D airy H erd 
Im provem ent Association for th e 
m onth of July, 1940 (unit No. 2): 


METHODISTS OF 
YOUNGSVILLE TO 
ORGANIZE GROUP 


Toungsville, S ep t 2 —An im port­ 
a nt m eeting for women, m em bers 
* or friends of th e M eth odist ch urch , 
is sch eduled for T h ursday a fte r­ 
noon a t 2:30 p. m. in th e M eth od­ 
ist ch urch . 
A t th is tim e plans 
will be discussed and th e local 
M eth odist wom en organized for th e 
new 
departm ent 
of 
th e 
united 
M eth odist 
ch urch , 
th e 
W om an’s 
Division 
of 
C h ristian 
Service. 
U nited in th is organiisation will be 
th e present W om an's Hom e and 
Foreign M issionary Societies and 
th e Ladies’ Aid Society. 
'rh e program to be given will 
follow th e plan to be used in all 
M eth odist ch urch es for a sim ilar 
m eeting. 
A nom inations com m ittee con­ 
sisting of M rs. A nna K ay, Mrs. 
N ora Russell, Mrs. E dith Bellz, 
Mrs. M ax D avis will m eet in th e 
prayei’ room of th e ch urch a t 8:30 
p. m. W ednesday following th e lo­ 
cal prayer service and will ^ v e 
th eir report a t T h ursday’s m eeting. 
A com m ittee consisting of Mrs. 
R obert Mead, M rs. H. H. H usted, 
M rs. George Anderson and Mrs. 
L eota Day h ave been appointed for 
th e course of study. 
All m em bers of th e circle 
well as of th e organizations befcie 
nam ed are urged to be present a t 
th is m eeting. 
R efresh m ents will 
be served w ith th e following coan- 
m ittee in ch arge: Mrs. M aye Hoov- 
en, ch airm an; Mrs, W arren .lomes, 
vice ch airm an, assisted by th e pzje- 
sidents of th e ch urch circles. 


boby Tokes a Bow from the Duchess' WARREN COUNTY 


DIRECT RELIEF 
? ROLLS DECREASE 


Below is th e list of th e th irteen 
h igh est producing cows in b utte rfa t 
for th e m onth findividual fa rm e rs): 


T^bs. 
But- 
Lba. 
ter- 
Owner 
Breed 
Milk 
fa t 
M rs.A.J.Leofsky.Gr.H. 
1888 
68.0 
W m. A rm itage. .Gr.H, 
1469 
64.6 
H enry W a rd... .Gr.H, 
1643 
64.1 
Arnell C a rte r. . . P.H. 
1745 
62.8 
Th ayne T ubbs.. .G r.J. 
1364 
61.4 
W m. A rm ita ge .. Gr.H. 
1612 
61.3 
W m. A rm itage. .Gr.H. 
1457 
59.7 
C arl Joh nson.. .Gr.H. 
1482 
59.3 
A rnell C a rte r. . . Gr.H, 
1699 
57.8 
W illiam H enry. .Gr.G, 
1283 
57.7 
C arl Joh nson. ...G r.H , 
1600 
57,6 
M onroe U pton.. .Gr.H. 
1532 
56.7 
Rouse H ospital..G r.H , 
1618 
56.6 


Below is th e list of th e th irteen 
h igh est cows a t th e W arren S tate 
H ospital. 
Th ese cows are m ilked 
th ree tim es daily: 


A m erican 
residential 
building 
passed th e billion-dollar m ark in 
1939 for th e first tim e since 1930, 


H erds tested .................................. 26 
Cows in m ilk ..................................465 
Cows over 40 lbs. b u tte r f a t,... 71 
Cows over 50 lbs. b u tte r f a t.... 17 
Cows sold unp rofitab le 
................ 12 
Cows dr y........................................... 42 
Cows over 1000 lbs. m ilk ............102 
Cows over 1200 lbs. m ilk ............47 


Below is th e list of th e eleven 
h igh est producing cows in b utte r­ 
fa t for th e m onth ^individual farm ­ 
ers) : 
Lbs. 
B ut­ 
te r­ 
fa t 
76.2 
71.4 
65.7 
60.7 
60.0 
59.5 
56.3 
56.1 
56.0 
54.2 
53.8 


STAN DAB D TrAfF. 
Youngsville citizens tuine d th sjir 
clocks back an h our a t midnigfot 
ix ir« 
• 
M onday evening as th e borou gh 
ti, ‘ 
or-.,;» ,« 
t 
M cmbcrs of Th»* 0011^51 
ion r» 
w ent off da jli„ h t saving tim e i t l g^ 
L uth eran ch urch h ave 
received word th a t th e Rev. Goi- 


Acciistomed to receiving bows, th e 
of Wiiid.'.oj’ st'cnis lo 
Up 
giving one v/h ile p utting nt h er eafe th o basliiiii little R^liania j;irl 
w h o h as .iust presented a h oucjuei. 
-^nei talors rnul Ib f Dnl.c <>f 
W indsor, righ t, look on \J t)i amn. c nrnl 
M'iip ne e .; 
k.h \vh '. Hit* 
form al welconis tor th e new 
ernc i. 
b\ iiu* nuir. 
h iidpb 
lation of Nev> Pruviapnee I'^'land 'o i!u' 
0 I' W inii;'oi. 


Civil Servie« 


F A a niina tioiif 
TIMES TOPICS 


i I .“Her lolls flh owed a net 
defi ea.'^e of eleven <’ases during th e 
week ended August 24, according 
lo 
iiifonnatu>n 
received 
today 
from Ho^vard L. Russell, sta te sec- , 
l etary 
public a.« tjistance. 
Th e j 
decree<?e brough t th e total relief j 
kxid in t h e county down 
to 
2 02 j 
cases representing 
6 6 8 pei’sons. 
I 
'Th e fleciease w as th e result of | 
12 {•ose.'! being olo.sed and only one ^ 
being opened during 
th e 
week, 
j 
Gain« ! in both p iivate and 
W PA 
» inplcyiii<» pi ^^e^e responsible, 
« "ost of relief in th e county dur­ 
ing th e week wa.s $1,124.04 
' 
In th e « tale, direct relief rolls, 
re.H'h ed th eir lowest 
level 
since 
I')ecember, 1937. 
At th e end of 
th e w eek 1 ne roll« » ntunbered 161,- 
cases ) epiesenting a total of 
4 7?.2i)H per.^ons. 'I'h is 
low 
point 
was e.specially notew orth y In th a t 
it inaiked th e anniversary of th e 
, ueelv in August, 1939, w h en th e 
! 
« eiieral 
assistance 
load 
iTnch i.(i 
lecord 
h igh 
point 
of 
•.’7r>,000 (a.^ev. 
o r d iiet i. relief in P e n n s y l 
•Mii;4 
( lin in g ttie w e e k 
w as ¡SI 
100,004.8« . 
H'ollowing ate ih e 
figures 
(<ir 
.« ¡oine ncariiy counties: 
i^'larkm 
Ca.se.s, 
3 
0 , d^iien.se, 
4 
(o.sl. $1,803.33. 
<'rau ford 
C,’ases, 
bl l , d<» « Te» .^f, 
( O.^t, .S'» ,868.93. 
Hlllv 
251: 
<<.,-1, 
,<!il.r)09.f>6. 
Krie 
(’i'.ifS, I.Sort; 
f>, 
WM, .>11,093.08. 
i^'orest 
C a r e s , 
tx> 
c h iinR e ; 
- o.si, X4 10.60. 
McKean - Cases, 8 HI. 
« 1e<:ie» 8e 
i . cost, .$2,050.94 
Vf^nan^o 
( ’a.'se.®, 
80 X. 
(ie« ’ie» se, 
•!H, « fMl, ,\5,<19.f)r» . 


Progress 


th rough 


Electricity 


th a t h our. 


Lbs, 
Owner 
Breed 
Milk 
A lbert F irth . . . ,Gr,H. 
1773 
A lbert F irth . . . . Gr.H. 
1742 
C .R . M oore ......... Gr.G. 
1398 
F.L.Dodd & S on, Gr.H, 
1597 
F.L.Dodd & S on, R.H, 
1581 
C ,R , M oore ......... Gr.G. 
1190 
F.L.Dodd & S on. Gr.H. 
1341 
C, R. M oore ......... Gr.G. 
1079 
C .R , M oore ......... Gr.G, 
1302 
F red L udw ick. .. Gr.G. 
1259 
C .R , M oore ......... Gr.G. 
896 
M ERVIN SCHUCKERS, 
M ICH A EL HUMMEL, 
Testers. 


M^Kenney 
On Bridge 


M ’K EN N EY B R ID G E ....................... 
Suit-D irecting Play Gives l>efend- 
ers Quick, E asy V ictory 


BV WM. E. M cKENNEY 
A m erica’s Card A uth ority 
Today’s h and w as selected from 


4 6 2 
V A Q 10 9 7 
♦ 10 8 4 3 
+ 6 
4 
V 84 2 
♦ K Q 9 7 6 
♦ Q9.5 


4 10 5 
¥ K JB 
♦ 52 
♦ A J 10 7 4 2 
Duplicate—N eith er vuJ. 
South 
West 
North 
Kast 
Pass 
1 4 
2 V 
Pass 
3 ♦ 
3 4 
4 ¥ 
Pa.ss 
Pas? 
4 4 
Pass 
Pass 
Opening—'4 6. 


th e open air event in th e re c e ii 
O klah om a C ity tournam ent, wh ich 
w as won by M rs, George S h ort of 
O klah om a C ity and L. D. H inm an 
of Enid, 
Th e h and sh ows th e value of a 
very im portant gadget in bridge, 
th e 
suit-directing play, 
A few 
years ago I w rote frequently about 
th is play and w as a little disap­ 
pointed to find th a t some players 
are abusing it; th a t is, th ey are 
trjnng to use it on every play. 
If 
th ey would not let it intei-fei’e 
w ith th e standard discarding con­ 
ventions, th ey would not get into 
trouble. 
In today’s h and N orth opened 
th e six of clubs and South won 
w ith th e ace. 
South could read 
th a t th e six w as a singleton, as 
all cards lower th an th e six w ere 
accounted for, and by th e rule of 
eleven, h e knew h is p artner h ad 
not led fourth -best. 
His problem now, w as wh ich of 
th e clubs h ad bid h earts and un­ 
doubtedly h eld th e ace, so South 
led th e jack of clubs. 
Th e h igh 
c^rd led asked N orth to lead back 
th e h igh er of th e two suits not 
trum p. 
N orth th erefore did not m ake 
th e m istake of cash ing th e ace of 
h earts, but returned a sm all h eart, 
wh ich South won w ith th e king 
and th en gave N orth anoth er m ff, 
defeating th e contract. 


SCHOOL O PEN S 
A new faculty m em ber w as a d­ 
ded to th e h igh sch ool staff la St 
w eek wh en W alter Sh efifer Wils 
given a position in th e E nglish de ­ 
partm ent, 
He 
graduated 
th $<? 
spring from H ough ton College anjd 
four years before from Toungsh 
ville High Sch ool, 


GOVERNOR H E R E 
Governor Galindo, of Panama^, 
h is daugh ter and h usband, M r. anoj 
Mrs, H erbert Peterson, and th eis 
ch ildren were guests S aturday oi 
B urgess and M rs, W arren Kay. 
Th e governor is spending a littlel 
tim e on C h autauqua L ake ne a r 
Bemus P oint and seem ed to enjoy* 
m uch h is visit to Youngsville andl 
th e com m unity fair. He expressed} 
th is appreciation from th e judges’' 
stand S aturday evening a fte r be-v 
ing introduced to th ose present a t | 
th e h orse sh ow, th e final event of 
th e Com m unity Fair. 
Before going back to P anam a 
Governor Galindo expects to place 
a son in S tate College, as a stud­ 
ent. 
Th is is th e second period 
Governor Galindo h as h eld gover­ 
norsh ip of Panam a. 


don Bergin, of Falconer, h a.s de­ 
clined th e call extended h im by th e 
local ch urch a .sh orn tiine pgo. 


AT DUBOIS 
Th e 
W arren 
Salvation 
Army 
corps band returned last evening 
from DuBois, wh ore it took p art 
in th e civic parade M onday a fte r­ 
noon. 
Th e band al.« ?o conducted an 
open s ir service in th e evening and 
presented a sacred concert in th e 
DuBois Salvation A rm j' auditorium 
la st nigh t. 


EXAM IN A TIO N D ETA IL 
Corporal D. A. Geh r, in ciiarge 
of th e local Pennsylvania Motor 


'ruii>^(l 
l.'ivil .Se) \ ic« ' 
( ’oniu) . . ii)ii lia ? ¡.niHMUiceti oj>n 
compeliTive cxom illations Itn- lii- 
po^itioiiM li.^ied below . A pplurut ions 
h e f>n lile w ith th e <'0111 
lui.-.iion’s 
Wp.-iliin“ ion 
ottu s 
ih ji 
iaiei' Uian 
c)d„ing dutc.M lueu 
tioned in each ca:-p. 
All .s;.l;ii'ics 
given are Hiibject lo 
» relirem ent 
deduction of 3i;, >eiceni. 
Inspei.tor, 
;<ignal 
coi p.s 
equip 
nient, .S2 ,G00 y year; a Ho sejiior, 
.S3,200 8 yeat ; juiiiof, .'ji^.OuO a ye.-n. 
Euiploj’jiient. 
is 
in 
th e 
Sigiii^l 
Corp.v, Wav D eparlinenl, for duty 
in th e field. 
Applicsnt.s mu. i. h ave 
h ad college study in eieciricai or 
tadio engineering. 
Tn addition, ex 
cppt for th e junior grade, th ey 
iniist h ave h ad expei’ience in in­ 
specting Of le.iting of pan,» ', as 


As a Ri'o iip^ the peo pie o f the Ig nited 


States enjo y the hig hest staniijii d o f liv 


ing * in the w o r1<i lo day . 


Sig iiiticanl with tliis f ad is tlie iin- 


f)urtafii part which electricity play s in 


the ev ery day liv es o f the peo ple. 
In the 


iio nie, bo th city and co iintry , electricity 


has )>r()iig ht new c'o info ris and co nv eni­ 


ences. 
iVlass pro ductio n, with electi-ic 


f)o \v er, has pnt the pro (hicts o f indiistfv 


within the v eacii o f ev ery o ne. 


Our aim is. atid alw ay s lias been, t<» 


maintain the hig liest standiird o f elec 
ific serv ice po ssible at all limes. 


Pennsylvania Electric Co. 


C ou nty A ge nt^ « N e w * 


f : f , \ 0 \ ATE I.AWNS WITH 
C’A K E f- I I. P K O C E O IJ R E 
» 'i\e 
inipoilanL 
requirements 
nm ii b ’ mei. in ivnovaUng weedy 
l.tAv'n.i, according to Countv Agent 
O. ( ’, 1’ritt 
jecoinm entis g<jod 
seedbed 
|)icp;iia1ion, u.'ie of linie.'ilone, ap ­ 
plication of 4-16-4 fertiliser 
and 
.soybean 
m “al or oth er organic nit- 
roger. cavrier in equal parts, sow ­ 
ing th e {» ro[)er seed m ixture, and 
setting th e m ow er to cut I I 
4 to 
ituh es following renovation to 
allow th e grass lo de v lop » . deep 
root .'^y.^teni. 


POUTICAL 
FORUM 


A nicies itppeuriiig in th is departm ent » re fiii iiiMh eil 
re|» re« 4en- 
tativen of th e lespective partien in W arren conntv and « r# > 
not Intended to reflect tlie vleiv)« or opinions of th e im blh h er. 


Police .sub-station, rem inds appli 
- 1 
tom pleted uniiii 
cants th a t th e next date for oper­ 
a tor’s license exam inations is to­ 
m orrow , Septem ber 4. 
T ests are 
given by th e exam ination det.'i.il r t 
th e barracks, 409 Liberty street, 
every W ednesday and th e second 
and fourth F riday of each month . 


IN HOSPITAI. CLASS 
F our W arren county giri.<( 
are. 
listed am ong th ose wh o wiil be 
graduated on F riday evening from 
th e W. C. A. H ospital 
training 
sch ool in .Tamestown, N. Y. 
Th ev 
are: 
Pauline Eloise A nderson and 
A rdith Louise .Joh nson, of Sh ef­ 
field; 
G arnet 
Evelyn Lauffenber- cering. 
ger of N orth W arren; Frances Lu- passer! 
cile Nich olson, of Akeley. 
Tn th e 
incom ing class Is th e nam e of E liz­ 
abeth Ann Joh nson, of W arren. 


S'IK IP <'HOPeiN4il 
XOIfi A \l> 
Wh en* large and sm all gulIie.T 
cur, th e. slope.s f>f h illy grain fleld.i, 
in” ch valuable ,soil is lost and th e 
h arvefting (A th e groin and th e 
h ay wh it h u aially follows, is h axd 
on inach inei-y aud tem pers. 
, « ... 
I 
t-lowevei, if sloping 
fields 
are 
! « » w ed ini,; 
laid out appro- 
xim ately on th e conlom- and farm - 


ol 
sij^nal CDtps equipm ent. Appiicani,- 
riin.st iiot h ave passed th eir tìfly- 
iifth birth day. 
Applications will 
be la te d a.'t leceived im iil luilh ei 
ntiiice. 
F.ngineei iiig nid 
(aeiouauiiciil i, 
$1,800 a yei;i ; ¡.h o ch ief, $2,« 00 a 


'.NO-GOT-DOLOH 
According to th e Kane Republi- 
A an, 


PU LLIN G CONTEST 
Th ere w as m uch interest in th e 
h orse 
pulling 
contest 
a t 
th e 
Youngsville fair, despite th e fac t 
th a t rain m ade th e ground h eavy. 
Th e pull-m eter from S tate College 
w as used in th is event, 
H arry 
Ludwick of L ander took th e lead 
in 
th e 
ligh t team s under 3000 
pounds. 
Th e second 
place was 
taken by an Erie team and 3rd 
by Stanley Law rence, W a nen, and 
4th by E. B. C ornish of B ear Lake. 
In th e h eavy class team s over 
3000 pounds, th e first place w as 
taken by Roscoe M itch ell, of W at­ 
erford, wh o h as h onor of h aving 
h is team take th e sta te ch am pion­ 
sh ip. 
Second place w as taken by 
Clarence Kibby, of W arren; 3rd, . 
George E. Nick, of Erie, and 4th Ga -In-D ah -Qua, wh ich m eans “Sh e 
Mr. Coulter of T ionesta. 
¡Pii:ks U p th e P lants” very evi- 
L ester H ale of Youngsville 
w a s | dently did not pick up th e wani 
superintendent of th e h orse pull- 
i 
ing contest. 


lor, ,S2,000 » year; and » s;« .^Lani. 
.')iJ,620 a year. 
Employment: is in 
th e Army A ir ('orps, Wa)’ D epart­ 
m ent. 
Applicani,« m ust liave h ad 
engineering experience in te.^ting, 
research , desi,r>n, f;onEt t notion, or 
oth er engineering activities, partly 
in th e field of aeronautical engin- 
A pniicants m ust not h ave 
th eii' 
fifty-fifih 
birttiday. 
A pplications Vv'ill be lated a,<5 
1 c- 
ceived until June 30, 
.A.3.si.stant 
insp ect.o)' 
of 
h ull.'!, 
Si3 ,2 0 0 
a 
ye a r ; 
a nd 
a s s i s t a n t ni- 
- p e c t or of b oile r s , .S 3,200 a 
ye a i 


ed so th a t plowed strip.'i alternate 
Vvith strips of sod, nearly all th e 
war-,h h )g is controlled and lo.^s of 
soil i.nd guily annoyance are re­ 
duced to th e m inim um , 
(.)n th e S tate Industrial Sch ool 
farm a' 
Huntingdon, 
th e 
iarm 
rtiyWecI all th e « lop- ^ 
¿KpVrluK-nt^l » 
ing fields into 80-foot strips on th e 
j. .. , 
« ,nlo.„- will, Ih e h elp of County r ' H 
" ’ “ ■ ■ .tink le l.;> a 
h elp of C’ounty 
A^ent H. S. (^.'Jark, Mr. Kirk, th e 
farm manage)- is 
well 
iiatlsiied 
w ith th e le.iults. He reports th a t 
th i.^ w as th e first yea r h e was able 
i^mployment, is in th e Hui eait of Hr) cut: 60 acies of barley v.’ith out 
^Marine ln.« ?pection and N^avigalion,' ,^^,veral breakdowns of th e binder 
'^PPli-1 cau."e(] by dragging It over deep 


K K P IlB I.IC A iV 


'I'lie Republican f*re.sidenlJH 1 cun 
didate is being critici.sed by th e 
oppo.oition for w h at th e New Deal­ 
ers call “lack of exjierience.” 
i t is perfectly tnie th a t M i, Wil- 
Ikie h a,<! never h eld public olllce, 
but lo diaw from th a t fac t th e 
conclu.3ion th a t 
M t-. W illkie is in­ 
experienced or iinma.ture, th at h is 
training ha.*«» not been one th at 
would equip h im for h igh execu­ 
tive o/Bce, Js to overlook .some very 
im portant qualiilcatlons indeed. 
It is true th a t Mr. W illkie is not 


j th e political “front m an” 
f oj - » 
group of radical dream ers; h e h a.s 
ideas of h is own. 
Nor is h is a p ­ 
proach lo iiny problem th e ap- 
welfare 
ealist. 
He know s th at expeiim enls can 
too 
otten 
turn 
into 
expensive 
blunder.^. 
.All h is life Mr, Willkie 
h as been faced w ith grim realitie.'s; 
h e never could alford lo blundei. 
His knowledge of America, gain­ 
ed first-h and for th e m ost pari, 
is exceptionally wide. 
He h as, a c ­ 
cording to one w riter, ‘‘h arvested 
w h eat in M innesota, dre.'jsed tools 
in th e Texas oil fields, operated a 
cem ent-block mach ine in W yom ­ 
ing, puddled steel outside Ch icago, 
h usked corn in Iowa, m ilked cows 
in W isconsin, picked vegetables in 
CJalifoiTiia, 
tun 
a tent h otel 
in 
Colorado, taugh t liigh Hch ool in 


— 


IK) \( ll AÎTKMI? 


1^ 
lit+i« 
*1 Hiis I#v4ly 
Sofel, located in tha lo«4utifj| P*rk Plac* 
«vtrlooidng th« Boardwalk «nd 
Oe««n, *€ church*s of «)( denominafions 
•f« dos« by and Her# you will find con- 
9«i(i«l fritnd* of all faiths, +t»a Vind with 
wkom y«« ¡irofar to asiocist«. 


Alidad i« 
you h ava 14«« as« ur» flca 
•f • moif h ospHable manag« menf and 
c« « rToous sarvantf to anficipafe your 
4ri« ^et. 
Si« ap in fin* beds, ch aarful 
roomf and attjoy an abttndance aad varN 
*f foods. 


bayf of aH, you will i>* *sto(ind# d ! 
+o learn h ow nnoderar« 
rato< *r« . i 
V/rife TODAY. 
I 


ATLANTIC CITY, NEW JERSEY 


A PA T ON TH E BACK 
Com ing from 
a 
subscriber 
wh o resides 
in a 
section 
in 
New Y ork 
sta te 
sei*ved 
by 
papers printed in tow ns much 
larger th an W arren 
we con­ 
fess pardonable pride 
in th e 
following le tte r: 
“Find enclosed a money or­ 
der and th ank you for your 
kindness in not stopping 
th e 
paper. I enjoy 
reading 
th e 
Tim es-M irror, h ave 
taken it 
since 1936, I enjoy th e paper 
because I th ink it stands 
up 
; w ith som e of th e 
papers 
of 


I larger cities and goes 
ah ead 


I of lots of papers of sam e size, 
j In fa c t I do not know of a bet- 
, ter 
paper 
th an 
th e 
Times- 


I Miri'or. Again 
I 
th ank 
you. 


i Sincerely, Rev. 
F. W. Sh ope, 
I Ripley, N. Y.” 


FARM NEWS 
■ ------ -------- ------------------ ------------ 
W ATCH F E E D N E ED S O F 
TH E N EW PULIJCT FIX)CK 


W h en th e pullets are moved from 
th e range to alying q uarte rs it is 
h igh ly im portant to keep feed con­ 
sum ption norm al or on th e In­ 
crease, rem inds County A gent O. 
C. T ritt. 
W ith im m ature pullets, th is is 
not a, m a tte r of concern, b ut wh en 
pullets h ave sta rted to lay before 
th ey are moved, th e flock ow ner' 
, „ 
a v 
vit r « a r 
m ust w atch carefully to prevent ‘ 


Ga-In-Dah -Qua, 
oth erwise 
i. nowm as Alice 
W h i t e , c l a n mo-1 de p a rtm e nt of Commerce, 
tih er 
of 
0-D ah n-G oh t, 
oth eiw-ise cants m ust h ave h ad experience a -j g,,)|jfv. 
Ijnow n as A rth ur H, .Tames, 
h as ^u officer on eith ei’ ocfan, Great i 
s tii|) cropping involves no out- 
jlist cause for com plaint. 
Wh en Lake.^, oi-jivc r ve.<?3els, or on sh ip.^^ 
j gy of nujney anrl cau.<:e.<< little in- 
tjie tribe adopted Governor Jam es | owned and operated by tiie Gov-j c.onvenicnce in getting it 
under 
ti n days ago 0-D ah n-G oh t 
pre- Ptum eni; and a t th e tim e of m ak - J vvay. Th e A gricultural Eixtension 
s tnte d G a-In-D ah -Q ua w ith cash iug applicrtion, th ey must. Iu)ld a service h a.s aided m ore th an 700 
h p an exch ange of gifts, according, Hnited S tates licen.se a.s 
or 
j farm ers to sta rt .vucb a system of 
t«o 
trib a l''custom , but th e tribaT Ch ief P’n» ineer for th e cla.^s of ¡soil saving. 
H undreds 
of 
oth er 
nmoth er claim s th a t th e money w^as >®ervice foi- wh ich th ey \'i.sh to be. /'arrntrs liave laid out th eir ov;n 
pocketed by anoth er Indian w'oman. 
j f^^a'Ttiiued. 
.A>pplicant,'< 
must, noi .system.T satisfactorily 
and h ave 
“ 
“ ■ “ 
h ave 
passed 
th eir 
forty-eigh th | found ih a t th ey serve th e purpose 
birtiid&y. 
Closing dates are C)c-^ a<imirab]y. Some of th ese farnisi 
tober 3 and October 7, 1940. 
! h ave b'*en .« ¡trip-cropped 
for 
50 
P]ngineei-ing 
diafi.^man. 
.s; 1,800 
s year; also ch ief, .'^2,GOO a year, 
O IL EXCITi'iM ENT 
principal, 
.S2,300 a 
yea/; 
senioj, | 
IBringing in of a h alf million , ■‘'>2,000 a year; and a.^si.-,tant, ?iI,H20 | 
ai »,>IINIiSTK.ATION NOTKJK 
fo« )t gasser w ith a sh owing of oil I a year. 
i)pLional branch es aie; 
i.etters of A dm inistration c, t. a. 
oil 
W arrant 3140 in 
th e Music | Arch it ectural, civil, electrica I, h eat - 1 on th e estate of O. L. Th ompson, 
M jountain district last w-eek, just ing 
and 
ventilating, 
m ech anical j Jaie of th e 
V'lllage 
of 
Garland, 
fi'ae h ours a fte r th e property h ad! (m ach ine de.^if-nt, plnmbino;, radio, i vVarren (Jonnty, Pennsylvania, de- 
beiim leased by Joh n 
Becker, of structural, 
topograph ic, 
.general.' cea.^ed. iiaving been granted to th e 
B iudford, indicates th e possibility A pplicants m ust h ave h ad elenien- undersigned, notice is h ereby giv- 
of a new' pool. 
Th e w'ell sh owed ta iy drafting training 
or experi-j^n 
lo all persons indebted to said 
a irock pressure of 
550 
pound.s, i?nce partly, in th e optional branch estate to make 
im m ediate 
pay- ih e local utility office. 
He knows 
stctadily m aintained, wh ich w as a ch osen. 
Applicants m ust not h ave m ent, and th o.5e h aving claim.« » or ch e new spaper editors, th e factory 
caHtse for optim ism as rock p re ss-; passed 
th eii’ 
h fty-fifih 
birth day. I dem ands again.';t th e 
sam e 
will | *nd sh op owners, th e bankers and 
ure 
in 
oth er 
well 
h as dropped 
j Closing date,® aie Septem ber 12;pre.'^ent th em to th e under.^igned, ¿n am aidng niunber and a,<» sort- 
off to 200 pounds after th e w e ll. and Septem ber 16, 19-10, 
prope/ly » ’ith enticated 
i or i^ettle- jnent of “ th e folk.s”. 
cam e in, ITie well is located south -' 
Full inform ation a^ io ih n le- mf^nt. 
v/esi: of th e Music M ountain gu.sh -j quirem ents for th ese examinaiioi).« , 


OI^:íVJO< KAT 


rnt- (ollowing .Stateiiicnt 
i.*tH»i»‘(l 
by th e Bureau of Publicity “ f th *» 
I)emocrati<‘ 
N ational 
(!oniniitte» * 
gives a. good idea of w h at kind of 
“D em ocrats” 
^re 
going over to 
W illkie and 
hI.io th i'ows ligh t on 
th e degree of aci.inacy in staVe- 
menlM issued by th e 
Hepublicai) 
N ational C oniniittei’r 
“'¡'he evening newspaper.s carry 
th e announcenienl by th e Republi 
can N ational ÍTommittee th a t .foh n 
B. .lame.son, 'Ch aii'm an of th e New 
H am psh ire S tate D em ocratic Com 
m ittee,’ h a." declared for Wendell 
W illkie for President. 
“Air, Jam eson was State ch air 
m an 30 years ago. 
Mi. R(» bert <' 
Murch ie, an ai’denl Roosevelt sup 
porter, is now th e ch airm an and 
h as l)een for m any years, 
“Mr, Jame.'ion is a. banker wh o 
joined th e Ke{mblican 
P arty be­ 
fore th e 1936 T'residential election, 
so h»» antedates Mr, Willkie a.s a 
Ke})ublican by » 1 least I wo years.” 


“ Any jiistiiicatioi) to tacking th e 
label 
‘w ar p a rty’ 
r)n th e Demo­ 
crats th at Republican spellbinder,*i 
th ough t th ey h ad during th eir con­ 
vention days w as knocked into a 
cocked h at w ith th e adoption of 
tiie D em ocratic platform at C h ica­ 
go. 
'I'iie planK is much stronger 
and more specific th an th e one a d­ 
opted by th e 
Republicans, 
and 
clarifies th e record as to w h ere th p 
i\an.9as and practi.'^ed law in 
| Oeniocratic party stands in regard 
before h e 
took 
to th u load 
in 
I 1933.” 


j 
.At th ai: lim e h e bei^a/i tiaveli,ng 
, th rough h is com pany’s territory 
I th e 
sta te s 
of Tennessee, 
South 
I Car-olina, 
Misiiissippi, 
Florida, 
Georgia, Oh io, Pennsylvania, Illi­ 
nois and Indiana. 
He traveled a. 
h undred days out of each year and 
vi.gited over 3000 com m unities an- 
aually. 
Th ese visits were more 
th an m ere routine Inspections of 


WHAT 
Beautiful Fabrics! 
And such a v ariety o f pat­ 
terns and qualities. 
Such are 
the remarks made by custo mers 
when making a selectio n fo r 
the reco v ering o f their o ld furn­ 
iture. 
We reflnish the wo o d­ 
wo rk, and make it lo o k like new. 
All kinds o f furniture repair­ 
ing . 
Geo. L. Folkman 
& Sons 


slum ps in feed consum ption. 
A 
drop in egg production m ay follow^ 
rem oval to th e h ouses and even a 
neck m olt or a com plete body m olt 
m ay be caused by inadequate feed 
consum ption for a 
period a fte r 
h ousing. 
If pullets h ave been laying 30 
to 40 per cent prior to h ousing, th e 
use of artificial ligh ting and sup­ 
plem entary feeding w ill be valu­ 
able in m aintaining feed intak e and 
aiding th e fowls to continue or in­ 
crease production and m aintain or 
increase body weigh t. 
Mr, T ritt reports th e use of th e 
regular m ash fed as a w er m ash 
once daily, flesh ing m ash es, or pel­ 
lets as a common practice. 
In addition, it is a good plan to 
know h ow m uch tota l feed th e 
pullets are consum ing as well as 
th e proportions of grain and m ash 
in th e total ration. 
Th e careful 
feeder, says Mr. T ritt, can regulate 
th ese proportions to provide th e 
proper protein intake and keep up 
th e appetite of th e birds. 


THIE\'ES LOSE ON DEAJL 
L ancaster, 
Sept. 
3— (i?*)—Th e 
Concordia singing society w as $2 
rich er today a fte r 
a 
visit 
by 
th ieves. Interrupted as th ey tam p ­ 
ered w ith a coin m ach ine, th e in­ 
truders departed h astily, dropping 
a .*S2 roll of nickels. I t w asn’t th e 
society’s 
m oney 
said 
Pj’e.ildent 
Wavxnr ■‘-fnll 


Tdh e Columbia B roadcasting Sys­ 
tem travels to London, Berlin and 
W ash ington tonigh t in a broadcast 
m ark ing th e first anniversary of 
th e w ar. 
Th e broadca.st sta rts a t 
10:30, w ith th e voices of Edw ard R. 
Munrow’ in London and W illiam I., 
Sh inar in Berlin. 
Th e broadcast ■ 
th en will swdtch back to New York 
1 
and 
W ash ington for reviews by | 
Maj< )r George Fielding E liot and j 
Alba rt W arner, NBC presents two 
prog,ram s—on th e W JZ network, 
reenactm ents of th e sinking of th e 


Hallie G, Covell, 
and application form'^, m ay be ob- 
Adm ini.'atratnx c I., a .! 
tained from W. 
U 
. McMich ael, Sec-1 C. Hi*/uy Nich olson, A ttorney 
1 
re ta ry of th e Board of U. S. C ivir 404 W 'arren N ational B ank 
i 
Service Exam iners, a t th e po.st of-i 
Building 
| 
fice in th i« city or- from t-h e Secre- July .“iO. Av'g. 6-13-20-27, Sept. S -6 t! 
ta ry of th e Foard of L'. S. CHvil — 
— — 
— j 
Service Exam iners, a t any 
or| 
A OxVl IN 1ST RATION NOTICE 
second-cla,-^s po.^t office. 


Local Man Honored 
By Former Pupils 
Of Mill Village Hi 


Letter.« ! of A dm inistration on th e 
HXstate of M aude B'alconer, late of 
S ugar Grove 
Townsh ip, 
W arren 
¡County, Pa., deceased, h aving been 
th is day granted to th e undersign­ 
ed, notiice is h ereby given to all 
! persons indebted to said E state to 
m ake im m ediate 
paym ent, 
and 
th ose h aving claim s or demands 


I 
He know.*! th eir p rob le m ,a nd 
j th eir live,« . 
It i.«^ from th em , and 
I not from » bunch of background 
politician,’! 
and 
would-be 
brain 
j ii-usters, th a t h e h a,* built h is faith 
tn A m eilca. 
T h at faith is h is political ph il- 
o.<?oph y; th e ph ilosoph y th a t says, 
‘W h at needs to be done, A m eri­ 
cans can do, w ith out goveiTiment’s 
com pelling h and on th eir necks. 
A m erica can be strong and free, 
b ut sh e mu.?t be both . 
S h e can 
not b e th e one w ith out th e oth er,” 


NOTICE 
S’roni Aug. 31st to Septem ber 


to participation in th e w ars being 
waged abroad. ’I’h e D em ocrats are 
only taking th e position th a t all 
good A m ericans sh ould take. Th ey 
w ant no p art in war. 
Th ey w ant 
to pursue a peaceful existence but 
th ey h ave made it equally plain 
th a t th ey do not intend to commit 
th e countiy to a state of pacifisn 
wh ich will accept th e dictates ol 
any otiiei' nation.” 
fllinois Stat« 
R egister (Dem .t 


•■‘H enry 
W allace 
h imself 
ex 
ample.H th e best in A m erican <;h ar^ 
acter and ways. 
He is a man o 
cieep and un.sh akable principle, i 
fine example of th e independent 
rural west. 
His seven and a h al: 
years in ilie most difficult post o 
spokesm an foi’ agriculture in th < 
cabinet h as displayed no w eak spo 
in h is arm or as an h onest and ade 
quately able m an. 
'Ph ere w as n< 
m ore significant monaent in th < 
convention th an wh en Ph ilip M ur 
ray, 
speaking 
for 
Pennsylvanii 
laboi, spoke from th e platform fo; 
W allace for Vice President. 
Th a 
wa.-? a sealing of paiinersh ip, fo] 
th is cam paign, of labor and agri 
culture, two of A m erica’s th re< 
great, ever-to-be-balanced estate.» !” 
Dayioii (O. t Dailv News (Dem t 


Th ompson’s 
Borsoma Tablets 


Gra£ Spea, th e invasion of th e L ow -' 
t., th e „nder.slgned, properly 
» » - 
la ndf and th e collapse of France, 
j 
=r.h ool nt Mill ih enticated for settlem ent, 
a t 10 p. m.. and th e WB^AF h ookt.p ; 
f 
e S t y ?o. six ye" 
' 
W- Falconer, 


^ 
° 
wa., h onored 
m ih tlry expert., a t 10.30, 
^ 
^ 


— 
------------------------- ---- 
I last Saturday, 
Th e reunion was th e th ird h eld 
by th e pupils of 35 years ago and 
th e men and w^omen wh o once a t­ 
tended sch ool under th e local resi­ 
dent 
enjoyed 
recalling 
form er 
Ofteii bring quick relief to suffer- tim es. 
M ost of th e form er pupils 
ers from h eadach es, dizzy spells are fath e rs and m oth ers, v/h ile one , ^ 
- 
r, 
i 
« 
^ 
and a.iiserable ach es and pains. 
If ¡is now a grandm oth er, h aving h e r ' 
Pennsylvania, 
deceased, 
yourik idncys are not carrying off 
Ison and grandson a t th e reunion. 
o-r.nt.rt tn th e under- 
th e bodily w astes and excess acid , 
A fine dinner was served a t noon 
as th oy sh ould you feel ill and can 
-1 by th e ladies of th e Mill Village 
not tl 11 wh y. Th om pson’s Borsoma | M eth odist ch urch . 
Mr. W h ite w as ■ 
m ake im m ediate paym ent, and 
Tablet s aid th e kidneys in filtering 
j presented w'ith a fine traveling bag 
1 th ose h aving claim s or demands 
out th e se poisons. 
Th ey are effec-' in h onor of th e occasion. 
'a ga ins t th e sam e will present th em 
tive ai id h arm less, b ut bring relief 
j 
-------------------------- 
, to th e undersigned, properly au- 
w ith a m azing com fort. 
50c a t all j 
Th e A laska railroad w as buiii, i th enticated for settlem ent, 
drug istores. 
If constipated take, by and is ov.^ned by ti'jf* federal | 
M ary E. Huber, Executrix. 
Golden I>ax T ablets to a,ssi.3t th e | governm ent. 
| 
C. H enrj' Nich olson, Attorney, 
good ^.'ork of 'Ih om pson’« ftorgoma ! 
404 W arren N ational Bank Bldg. 


ag ain.st th e .same will present them ; loth , Mr. and 
Mrs. W ade will be 
out of town. 
Th eir B eauty Sh op 
will be open 9f t usual. 
8-30-3t* 


R. D. 2, W arren, Pa. 
.June 15, 1940. 
R. Pierison Platon, A ttorney 
W arren, Pa, 
A ug. 27. Sept, 3-10-17-24. Oct l-6 t 


Al>M INlSTKATION NOTICE 
L etters T estam entary on th e es­ 
ta te of Rebecca Earley, late of th e 
B orough 
of 
Clarendon, 
W arren 


h aving been granted to th e under 
signed, notice is h ereby given to 
all persons indebted to said estate 


\O M IN ISTR A TIO N NOTICE 
l-..etters of A dm inistration d.b.n., 
c.t.a., on th e estate of Sah ar Ann 
Taylor, also knov.’n as Sarah Ann 
Taylor, late of th e Townsh ip of 
P ittsfield, 
County 
of 
W anen, 
Pennsylvania, 
deceased, 
h aving 
been granted to th e undersigned, 
notice is h ereby given to all per­ 
sons indebted to said 
estate 
to 
m ake im m ediate 
paym ent, 
and 
th ose h a \ing claim s or dem ands 
aga inst th e sam e will present th em 
to th e undersigned, properly au­ 
th enticated for settlem ent, 
C. H enry Nich olson, Adminis­ 
tra tor d.b.n,. c.t.a, 
C. H ENR Y NICHOLSON, 
A ttorney 
404 W arren N ational Bank 
Building 
^ 
’ IC 


Ideal for »r»ry 
Kom« , Offers kigh sanitary efficiency. 
Its low design, and modern lines giv# 
til« b« h room « smart note. Has no » *- 
posed pipe connections—tank cover 
serves as sh elf. A real bargain be­ 
cause it is Crane-Quality, Com# in 
for demonsiratLoa. 


SAM RASMllSSEN and 
HARKY F. GUTZLEK 
Z l l 
”5 SrcGk g' 
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MARINE LOSSES LARGE 


The first year of the European war, summarized in 


another section of this issue, will probably go down as 
the most destructive in marine history insofar as loss of 
ships, lives and disruption of world trade is concerned. 


From the day that Germany marched into Poland, 


belligerants swiftly cast aside international law in their 
haste to blast ships from the sea with submarines, war- 
iships, mines, planes, raiders and shore batteries. 


Real warfare is considered by many to have started 


with the sinking of the British passenger liner Athenia 
on the night that England entered the war. Since then, 
danger to the sturdy men who go down to the sea in 
ships has lurked from every wave and from the air. 


These are some of the results: 
Associated Press records, which include only verified 


losses gathered from a maze of conflicting claims, show 
that 857 naval and merchant ships of 24 nations, aggre- 
gating 3,097,655 tons, have been destroyed, with a loss of 
8,617 lives and with 6,467 men, women and children 
listed as "missing and believed dead." 


England, in an attempt to starve Germany into de- 


feat, blockaded the entire Atlantic European coast, in- 
cluding the German-conquered countries—Norway, Den- 
mark, Holland, Belgium and France. 


Stimulated by a desire to avoid incidents that might 


plunge her into the war and abetted by a desire to aid 
Britain, the United States concocted a neutrality act 
banning her ships from all European ports except Spain 
and Portugal, tossing away millions of dollars in trade. 


The mighty French navy became almost non-existent 


when England sank, captured or bottled up the fleet of 
her former ally to prevent axis use of these ships. 


Most of the merchant fleet of the five conquered 


nations, which had a pre-war fleet of 5,646 ships of 12,- 
320,686 tons, changed ownership. England acquired 
most of these vessels, Germany got a few and hundreds 
were tied up by their owners in neutral harbors. 


Associated Press records show that a ship—merchant 


and naval—was destroyed every 10 hours during the 
year. This meant an average of 2.39 ships per day, 
16.48 per week and 71.45 per month. 


These records show that England lost 44 percent of 


the total merchant ships sunk—284 ships of 1,187,665 
gross tons, or 5.6 percent of her prewar merchant fleet. 
British naval losses total 111 ships of 175,754 tons. 


Germany showed a loss of 71 merchant ships of 370,- 


856 tons, 8.3 percent of her fleet, and a naval loss of 17 
ships of 67,555 tons. 


Italy, entering the conflict June 10, has lost 3.3 per- 


cent of her merchant fleet—20 ships of 112,595 tons— 
an dnaval craft of 7,215 tons. 


Greece has lost 11.7 percent of her merchant fleet— 


or, 49 ships of 208,090 tons. 


Conflicting claims by England and Germany make it 


virtually impossible to obtain a true picture of the re- 
sults. Germany claims to have destroyed approximately 
four times as many ships as Britain admits she has lost. 


In issuing statements on losses and additions to their 


fleets both nations have contradicted themselves on 
numerous occasions. 


A comparison of losses during the first year of the 


current war and the same period in the last conflict is 
unfair. 


Submarines were new toys in the last war. 
In addition, the plane, not a factor in the last war, 


has proved uct Jl^ , A tin.-.; one. 


Only history will Le able to furnish a picture of the 


final results and historians haven't yet caught up with 
the toll of sea warfare during the last war. 


SIDELIGHT ON ADOPTION CEREMONY 
The Kane Republican is authority for a story 


Governor James is said to have related that may 
interest the Welsh population. 


According to the Kane paper James claims that 


during his adoption by the Cornplanters he was able 
to translate much of the Indian language, strangely 
very similar to the Welsh language the governor said 
he learned as a boy from his Welsh-born parents. 


The state executive told of a tradition that when 


the pioneer settlers of New England established home- 
sites, they found New England Indian tribes who 
spoke Welsh as fluently as the Welsh people them- 
selves. 
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Back to School 
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Radio Programs 


^^A. 5nrle-, ID? 


Man About Manhattan 
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By GEORGE TUCKER 


XJEW YORK—Sometimes, in the 
^ dusky glow of a nightclub, 
someone whispers a story that 
startles you—and 1 e a v e s you 
numb. Such a story was whis- 
pered on Broadway the other 
night as a famous comedian was 
regaling his audiences with mirth- 
ful recitals that ran right up to 
and leaped over the risque bor- 
der. 


Sometimes this comedian talks 


with a sort of lisp. This is because 
lis lip at one time was badly cut. 
if you stand quite close to him, 
and look for them, you can see 
dozens of little thin lines that 
show through his make up. Those 
lines were made with razors. It 
was a close call. It happened be- 
:ore repeal, in Chicago. 


The story went something like 


this. He worked for a club, or 
m a y b e it was a restaurant. 
Whether you wanted to or not, 
you had to do business with one 
of the mobs during the prohibi- 
tion years, if you worked in Chi- 
cago. 


This man was approached by 


the representative of a rival mob. 
He suggested that it would be a 
fine thing if he, the comedian, 
used his influence to induce the 
club's owners to switch their busi- 
ness to his (the representative's) 
mob. 


But when you \valked out on 


one mob, its members went after 
you. If you refused to walk out, 
the rival mob usually found time 
to drop in for a little business. 


One night this comedian went 


to his home and found lour of 
"the boys" waiting for him. He 
knew them all. "We hate to do 
this pal," they told him. "But it's 
the boss' orders." Then they went 
at him with razors. Somehow, he 
lived. But they cut him from head 


to foot. The doctors found 56 
slashes on his body when they got 
him to the hospital. 


8 
* 
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ONE of the nicest 
workmen 


among bandsmen, from the 


spectator's viewpoint, is Tommy 
Dorsey. When he plays before 
hotel dining room audiences, as 
he has been all summer at the 
Astor, his shows tire simple and 
not too long, but they have 
finesse. Maybe finesse isn't the 
word. I mean, you see everything 
you want to see, and that's all. It 
doesn't tire you to look at it. 
There are no acrobatics. A girl 
comes out and dances. She is 
pretty and she is a good dancer. 
Then the Five P i p e r s gather 
around a microphone and sing his 
great hit version of "I'll Never 
Smile Again." This always draws 
a spontaneous burst of applause 
from the crowd. It is really a 
great presentation, and heart- 
breakingly beautiful. 


f> 
¥ 
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T AST night, when this hap- 
•*- pened, the spectators received 
an extra thrill, because Tommy 
said, "Sitting across the room at 
the moment is the little girl who 
wrote this song, Ruth Lowe, and 
I want you to meet her." He went 
over then, the light 
follo-ving 


him, and shook hands with a little 
blonde girl whose eyes sparkled 
like sapphires. Just at that mo- 
ment the waiter set a cake before 
her, because it was her birthday, 
and the orchestra played "Happy 
Birthday To You." She seemed 
almost too little to be there, but 
then of course that was only an 
impression. She wasn't too little 
because she is a pianist, and she 
has been married, and her hus- 
band is dead, and it was his mem- 
ory, 
they say. that inspired the 


song. 


ias^ 
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TODAY'S BIRTHDAYS 


Clarence W. Loney. 
TOMORROW'S BIRTHDAYS 
Maurice Greenburg. 
Mrs Gunnard Swanson. 
Manen Moore Peterson. 
C. G. Lindquist. 
Homer Anderson. 
Tom Wells. 
Mary Mullen Ockers. 
Mrs. Mable H. Abbott. 
Martin Jasperson. 
Mrs. Daisy Cooper TeXlman. 
Harvey Davis. 
Thomas Evans Offerle. 
Mrs. Emil Hjelte. 
L. M. Hazeltine, 1845. 
S. S. Hazen. 
Velma I. Green. 
Lois E. Green. 
M. J. Wallm. 
Mrs. Fred Tellman. 
Mrs. M. K. Vinci. 
Mrs. R. L. Chalmers. 
Miriam Ruth Yeager. 
Elwyn Keith Hildum. 


CRANIUM 
CRACKERS 


Some Team Sports 


Here are five questions dealin/j 


with the numbers of men partici- 
pating in various sports. 
How 


many men make up a lacrosse 
team? 
2. How many players make a 


polo team? 


3. How any persons are there 


in a shell in intercollegiate crew 
racing ? 
4. How many men form a sc»c- 


cer team? 
5. 
Most everyone knows there 


are-nine men on a baseball tec.Tn. 
Can you tell how many there axe 
to a team m the English counter- 
part, cricket ? 


Answers on rage Five 


aaaa 
Interesting Items Taken From the Warrsn Evening Times 
a 


, 
In 1330 
In 1920 


Womans suffrage will soon be- 


come a reality and at the Novem- 
ber election "skirts" will be con- 
spicuous about tht pr ill: 
Commissioner'" 
Clerk 


White stated today that the wo- 
men turned out in large numbers 
Wednesday to register. 


The borough assessors met this 


morning for the annual meeting 
of the board, with a full attend- 
ee 1-2 It - --- l:-. ssnr-n- s r' th? 
sntire member'lrp tint there be 
a small cut in the amount of the 
assessed valuation 
of 
the 
city 


property, which will be welcome 
nevvs to the tax payers. 


Canning sugar was advertised at 


an East Side store today for 18 
cents per pound. This is the Inv- 
est price at which sugar ha= b' en 
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Eastern Standard P. M.—Subtract One 


Hour for CST., 2 Mrs. for MT.— 


Dayliaht Time One Hour Later 


(Changes in programs as listed due to 
last minute network corrections.} 


4:30—Jack Armstrong—nbc-weaf-east 
Serial "Midstream" — r.bc-red-west 
Ireene Wicker Stories—nbc-wjz-east 
Sketch cf Hollywood—nbc-blue-west 
Telia Pessl, Harpsichord—cbs-wabc 
Dance Music Orchestra—mbs-cnain 
4:45—The O'Neills, Sketch—nbc-weaf 
Bud Barton's Serial — nbc-wjz-east 
B. Barrett & Sons — nbc-blue-west 
Scattergood Baines Serial—cbs-wabc 
8:00—Li'l Abner'3 Sketch — nbc-weaf 
News: Vocal Program—nbe-wjz-east 
Children's Hour rpt.—nbc-blue-west 
Kews Broadcasting Time—cbs-wabo 
Music of the Strings — cbs-midwest 
Kews; Dance Orchestra—mbs-chain 
5:05—Edwin C. Hill—cbs-wabc-basic 
5:15—Landt Trio & News—nbc-weaf 
Bill Stern Sports; Music — •n-jz-only 
Michael Lonng in Song?—cbs-waba 
6:30—Tvette and Her Song-—nbc-w eal 
Dance Music Orchest — nbc-wjz-east 
Paul Sullivan News—cbs-watc-basic 
The Chicagoans Orchestra—cbs-west 
Edna O'Dell and Organ—mbs-cham 
5:45—Paul Douglas Sports—nbc-w ea£ 
Lowell Thomas. Talk—nbc-wjz-baslc 
European War Broadcast—cbs-wabc 
Dance Music Orchestra—mbs-chain 
6:00—p. Waring Time—nbc-weaf-east 
Three Romeos, Vocal—nbc-red-west 
Easy Aces. Dramatic Serial—nbc-wjz 
Amos and Andy Skit—cbs-wabc-east 
Carol Marsh's Piano—cbs-cnam-west 
Pulton Lewis, Jr., Talk—mbs-chain 
6:15—Europe's War News—nbc-weaf 
Mr. Keen, Dramatic Serial—nbc-wja 
Dance Music Orch.—cbs-w abc-east 
Paul Sullivan news repeat—cbs-west 
Dancing Music Orchestra—mbs-wor 
6:30—Dancing Music Orch.—nbc-weaf 
Dancing Music Orchestra — nbc-wjz 
"Second Hii^bnntl"—cns-wal>c-basic 
6:45—M. V. Kaltenborn — nbc-weaf 
Sam Baiter in Spts Talk—nibs-east 
7:00—Johnny Presents Or.—nbc-weaf 
Roy Shield Encore Music—nbc-wja 
Court 'f Missing Heirs— cbs-wabc 
"Wythe Williams Comment—mbs-wor 
7:15—Cats 'n' Jammers in Swing— 
mbs-wor 
7:30—Horace Heidt's Show—nbc-w eat 
"Information Please" Quiz—nbc-wjz 
First Nighter, Dramatic—cbs-w abc 
Ned Jordan Spy Story —• mbs-cham 
7:55—Elmer Davis, News — cbs-wauc 
6:00—Battle of the Sexes—nbc-weaf 
Musical Americana Orch.—nbc-w ja 
We the People \ia Radio—cbs-wabc 
Dance Music Orchestra—mbs-cham 
8:30—M. Wlllson's Musical—nbc-w eal 
Dancing Music Orchestra — nbc-wjz 
Prof. Quiz & the Quizzees—cbs-wabc 
Laugh and Swing Club — mbs-woi 
9:00—Tommy Dorsey Orch.—nbc-w eul 
Comment on "War News — nbc-wjz 
Glenn Miller & Orchestra—cbs-wabc 
Raymond G. Swing Talk—mbs-wor 
9:15—Public Affairs Talks—cbs-wabc 
The Ink Spots Quartet — nbc-wja 
News; Dance Music Orch.—mbs-wor 
9:30—Uncle "Walt Doghouse—nbc-weai 
Concert Music Broadcast — nbc-wjz 
War News; Four Clubmen—cbs-wabc 
Vagabonds Trail Program—mbs-net 
tO:00—News & Dance — nbc-weaf-easl 
Fred Waring's repeat—nbc-red-west 
News; Dancing: Music Ore.—nbc-wjz 
Sports; News Period—cbs-w nbc-east , 
Amos and Andy repeat — cbs-west 
Dancing Music Orchest.-—mbs-chain 
10:05—Ed Hill rpt. (10 m.)—cbs-Dis.ie 
10:13—Dance &. News till 1—all-chain 


WEDNESDAY, SEPTEMBER 4 


Eastern Standard P. M.—Subtract One 


Hour for CST., 2 Hrs. for MT.— 
Daylight Time One Hour Later 


(Changes in programs as listed due to 
last minute netwoik coirectioits ) 


•5:43—The O'Neills, Sketch—nbc-weaf 
Bud Barton's Sketch—nbc-wjz-east 
"W. Van Dyne Song — nbc-blue-west 
Scattergood Baines Serial—cbs-wabc 
Zeke Manners and Gang—mbs-chain 
5:00—Li'l Abner's Sketch — nbc-weaf 
News. Vocal Program—nbc-wjz-eatt 
Children's Hour rpt—nbc-bliiC-west 
News Broadcasting Time—cbs-wabc 
News; Dance Oichestra—mbs-cham 
5:05—Edwin C. Hill — cbs-wabc-basic 
The Chicagoans Orchestra.—cbs-west 
5:15—Dance Music, News — noc-weaf 
Bill Stern Sports; Music—wjz-only 
Hedda Hopper on Mo\ies—cbs-wabc 
Capers from Ke%board — cbs-Drtie 
5-30—Capt. Healj Stamps — weaf-only 
Dancing Music Orch —nbc-red-cham 
Dancing Music Orch. — nbc-wjz-east 
Paul Sullhan News—cbs-wabc-basic 
Chicago's Swing Serenade—cbs-west 
Novelty Orchestra Prog—mbs-chain 
5:45—Paul Douglas Sports—nbc-weaf 
Lowell Thomas New s—nbc-wjz-basic 
European War Broadcast—cbs-wabc 
To Be Announced (15 m.)—mbs-net 
6:00—F. "Waring Time—nbc-weaf-east 
P^asy Aces Dramatic Serial—nbc-wja 
Amos 'n' Andj, Skit—cbs-wabc-east 
CBS Concert Orchestra — cbs-west 
Fulton Lewis, Jr., Talk—mbs-chain 
6:15—European "War News—nbc-weaf 
Mr. Keen, Dramatic Serial—nbc-wjz 
Lanny Ross in Song—cbs-wabc-basic 
Paul Sullivan news repeat—cbs-west 
6:30—Revelers — weai-kyw-wbz-wmal 
Bob Hanson Baritone—nbc-red-chain 
Dancing Music Orchestra — nbc-wjz 
•Meet Mr. Meek, Comedj—cbs-wabc 
Lone Ranger Drama—rnbs-wor-east 
6:45—H V. Kaltenborn — nbc-weaf 
Sam Baiter, Sports—wgn-kwk-wkrc 
7:00—Hollywood Playhouse—nbc-w eaf 
This Our America, Drama—nbc-wjz 
Uncle Jim's Question Bes—cbs-wabc 
Where Aie lou From.'— mbs-wor 
7:30—Party at Plantation — nbc-weaf 
Manhattan at Midnight — nbc-wjz 
J. Hersholt, Dr Christian—cbs-wabc 
The Green Hornet, Play — mbs-wor 
7:55—Elmer Dai is, News — cbs-wabc 
8:00—Abbott and Costello — nbc-weaf 
Song 
of 
i'our 
Life — nbc-wjz 
Theater of Stars, Variety—cb.°-wabc 
Dancing Music Orchestra—mbs-cham 
Gabriel Heatter, Talk — wor-basic 
8:30—Mr. District Attorney—noc-we?f 
Roy Shield Encore Music — nbc-wjz 
To Be Announced (30 m.)—cbs-wabc 
Sheep and Goats Club — mbs-wor 
9:00—Kay Kjser's College—nbc-w eat" 
War Comment; Ink Spots—nbc-w 31 
Glenn Miller & Orchestra—cbs-waoc 
Raymond G. Swing, Talk—mbs-wor 
9:15—Public Affairs Talks — cbs-wabc 
News; London "War News—mbs-wor 
9:30—Dancing Music Orches.—nbc-w zj 
War News; Gene Rowe — cb^-wabc 
"Weber Pageant of Melody—rrbs-nor 
10:00—News & Dance—nbc-weaf-east 
Fred Waring's repeat—nbc-red-west 
Nev/s; Danes Music Orch.—nbc-wjz 
Sports', News Period—cbs-wabc-east 
Amos and Andy's repeat—cbs-w est 
Dance Music Orchestra — mbs-cham 
A Mitchell. Answer Man—mbs-west 
10:05—Ed Hill rpt. (10 m.)—cbs-Dixie 
•|0:15—Dance & News to 1—all chains 
Lanny Ross rpt. (15 m.)—cbs-west 


U. S. Commemorative j 
Honors Coronado. 


of War-13th Month 


Now: Europe, September, 1940 


Russia and 
annexed areas 


Italy and 
occupied area 


Hungary and 
annexed area 


Menus of the Day 


ofi th 


offered in Warren in a long time 
and the store disposed of v 
thousand pounds. The pnca in 
er stores ranges up as h jr, 
25 cents per pound. 


Warren is to have 
an indoor j 


miniature golf course this winter. 
The board of directors of the Y. 
M. C A has decided to provide a 


400th anniversary ofi the 


explorations of Coronadb in 


the southwest is marked by the 
17. S. 3-cent issue of the dbsign 
above, to be placed on sale ai. Al- 
buquerque, N. M., Sept. 7. The 
release date is the anniversary of 
the discovery of 
" ' 
" " " 


Professor Joseph Tri^c'-" 


came here from Jamestowr ' 
ago to take the leadership rf 
Warren Victory Band. 
Y 
r>~ 


retained by the orgamza-K- 
two more years. He star*-', 
25 Italians, few of 
wh<->rr 


anything about music, a' n 
has a band of forty pieces 


miniature course under roof so 


h- that devotees of the new pastime i . 
a- mav puffer no interruption when I river °v —-. - 
ur>^*.T.iAit - 
iwinW roraes 
is from a painting "Coronado f 
1 
his Captains," by Gerald Cossidy. 


! 
TTrnnrisL,, 
Vasauez 
Cononado 
v 
The Krwanis Bamstoirners en- 


tertamed the club at the weekly 
meeting yesterday 
and a very i (^hoia ' 


amusing entertainment was also' 
' 


furnished by Bob Mackay 
John 


ji and Ray Steber who billed 


tnern^elves as the 
"blind rnusic- 


In connection with 
the 


spread interest in Warren = 
Home Week 
celebration 
IT 


Commissioners Stewart and Ol- 


\<-y. Clerk Seavy 
and 
Solicitor 


-N'elpon are in Altoor.a 
attending 


;hs convention of the Ptnnsylva- 
been learned that photograj 1 er= n,'j county Commissioners \vhich 


For I have kept the ways of the Lord, and have not wickedly de- 
parted from my God.—Psalms 18:21. 


s* 
x 
v 


Doing the will of God leaves me no time for disputing about his 
. McDonald. 


from all over the country. repr&- 
senting big syndicates and mov- 
ing picture weeklies, are f-orr.r^ 
here for some of the days to tt,xt 
pictures of the parades. 


< ill be in session today and Fri- 


There is great interest in the 


Yfungsvillc Glider Club. The club, 
of which Glen Patch is president, 
District Attorney Eddy wa= x are themselves erecting- the glider 


passenger on the morning 
tram , which they expect to complete by 


west. 
the middle of the month. 


headed an expedition to find and 
conquer the "Seven .Cities of 
Cibola," fabulously rich Indian 
strongholds. After winning the 
pueblo of Hawikuh, in New Mex- 
ico, Coronado sent e x p l o r i n g 
parties as far west as the iGrand 
Canyon, subjugated tribes la the 
New Mexico area. 
In 1541 he led his army4 east- 


ward into the Great Plains country 
of Texas, Oklahoma and Kansas. 
One small group of horsemen are 
believed to have penetrated! as far 
north as Nebraska. 
Failing in his quest for gold, 


Coronado returned to Mexico in 
1542, with only a small part ol 
his original party. He was re- 
moved from office as governor o* 
New Galicia, retired to his,'**"' 
can estates^, 


Informal Pick-Ups 


Serving 8 


Minced Ham Rings 
Orange Bread Sandwiches 
Creamed Cheese Toasted Fingero 
Iced Coffee Frost 
Ic ed Fruit Drink 
Su-rar Cookies 


Minced Ham Rings 


1 tablespoon 
chopped 
parsley 
tablespoons 
chopped sweet 
pickles 
tablespoons 
salad dressing 


24 rounds white 
bread buttered 
% cup finely 
chopped ham 
2 tablespoons 
chopped 
celery 
1 tablespoon 
chopped onions 


Arrange buttered slices on a 


flat surface. Spread 
half with 


other ingredients, combined and 
chill. Cover with remaining slices. 
Press together firmly. Cut out 
the centers with small cutter or 
large-sized thimble. Arrange the 
rings on a serving tray. Roll the 
small circle cut-outs in finely 
chopped parsley and use to gar- 
nish other trays of canapes or 
sandwiches. 


Iced Coffee Frost (Spiced) 


2 cups whipped 
cream 
I cups strong 
freshly made 
coffee 
I tablespoon 
bark cinnamon 
8 whole cloves 
Ice cubps (or 
frozen coffee) 


cup confec- 
tioner's sugar 
1 teaspoon 
vanilla 
',i teaspoon 
nutmeg 


September 
1940, finds the black shadow of totalitarianism 
far 


flun^ across Europe. 
Twelve months of war have seen the sub- 


iection of 11 nations to the military or political conquest of three 
maj-or aggressor nations and a coat-tail rider. Britain alone is 
left free and fighting to buck the dictator-dominated 
continent 


mapped above. ' 


HORIZONTAL 
1 Pictured stu- 


dent of birds. 


10 Rhubarb. 
11 Wing. 
12 Small hotel. 
13 Female sheep. 
14 Mountain 


(abbr.). 


15 Subsisted. 
16 To peruse. 
17 Vegetable. 
18 While. 
19 Dower 


property. 


20 Swift. 
21 Spike of corn. 41 One who 


Answer to Previous Puzzle 


NGaJBORDIENIS 


22 Symphonic 


band. 


*27 Humid. 
29 Godliness, 
30 Room. 
31 Shield. 


applauds. 


43 Eternity. 
44 Back. 
45 Tempered 


iron. 


46 To grow 


32 Acts of selling 47 Hammer 
33 Mug. 
heads. 


34 Right (abbr.). 48 He was 
35 To run out. 
36 Forcible 


restraint of 
speech. 


37 Exclamation. 
38 More 


contemptible. 


39 Almond. 
40 Away. 


old. 


America's 
most famous 
—— or bird 
man. 
' 


VERTICAL 


1 Junior. 
2 Malay apples. 16 Heart. 
3 Female fowls. 17 Compacts. 


4 Religious 
worker. 


5 Before noon 


(abbr.). 


6 Daybreak. 
7 Rubber tree. 
8 The soul. 
9 Marked with 


spots. 


13 Aurora, 
14 Netted. 
15 He became a 


or rover 


in order to 
study birds 
(pi.). 


19 To dibble.. . 
20 One who sets 


free. 


2lMooley apple 
22 Greaser. 
23 Moth larva. 
24 Waiter's 


gratuity. 


25 Of the thing.' 
26 He was a 
' 


famous —— 
and painter 
of b'rds (pi.) 


28 To perform. 
29 Priest. 
32 Horse fennel] 
33 Pussy. 
35 Metal plate. 
36 Cat. 
37 Praying fe- 


male figure. 


38 Dutch 


farmer. 


39 Christmas 


carol. 


40 Lawyers* 


charges.' 


42 Indian. 
•* 


43 Self. 
44 Portuguese 


coin. 


46 Sound of 


pleasure. 


47 Portugal 


(abbr.). 


FUNNY BUSINESS 


Simmer coffee and spices (cin- 


namon and cloves) three minutes. 
Strain and pour into tall glasses 
one-half full of ice cubes. Mix the 
cream with sugar and vanilla. 
Add small portions to each glass, 
mixing it mto the liquid. Top 
xvith the rest of the cream mix- 
ture and sprinkle with nutmeg. 
Serve iramediatelv. 


"I've got a husband that whistles, a dog that barks and a 
parrot that screeches—now I want something that 
stomps I" 


Everybody Reads the Times-Mirror 


F O U R 
' TI ME S - MI n R O R, 
E S D A Y , ¿ E P T E M B E R 3 , 1 9'4 O' 
W A R P. E N , 
P A . 


WARREN TIMES-MIRROR 


Published every evening except Sunday at 
The Times Building . 206-207 Penn­ 
sylvania Avenue, West 


THE TIMES PUBUSraNG CO. 
(INCORPORATED) 


W. 
A. 
Walker, 
President 
and 
General 
Manag er; Ed C. Lovvnrey, Editor; Elwyn W. 
Hildum, City Editor; N. G. W alker, Secre­ 
tary and Treasurer. 


Fred A. Kimball, Inc., 67 West 44th Street, New York City, 
Foreig n Advertising Representative 


S. E. Waïkcr 
Founder 


Rates o f Subscriptio n 


Published every day except Sunday. By carrier, In advance, 
$6.00 per year or 15c per week; by mail. First and Second J^nes, 
$4^00 p er‘ypar; all other zones $6.00 per year. 
Alaska, Cuba, 
Porto Rico, Mexico, Panama Canal Zone and the Philippine 
Islands. $6.00 per year. 
In foreig n countries (including Canada) within the Interna­ 
tional Postal Union, otluT than those named above, subscripUon, 
post paid, $6.00 per year (£ 1, 4 shilling s). 


The As.-^ociated Prt .ss is exclusively entitled to the use for 
republication of all 
credited to it or not otherwise credited 
in this paper and also the local news published herein. All rig hts 
for republiration oJ sp* ci.al dispatches herein are also reserved. 


Entered at. Warren Penna., Post Office as Second Class Matter 
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MARINE T.OSSES LARGE 
The first y ear o f the Euro pean war, summarized in 
ano ther sectio n o f this issue, will pro bably go do wn as 
the mo st destructiv e in marine histo ry inso far as lo ss o f 
ships, liv es and disruptio n o f wo rld trade is co ncerned. 
Fro m the day that Germany marched into Po land, 
belligérants swiftly cast aside internatio nal law in their 
haste to blast ships fro m the sea with submarines, war- 
iships, mines, planes, raiders and sho re batteries. 
Real warfar-e is co nsidered by many to hav e started 
with the sinking o f the British passenger liner Athenia 
o n the night that England entered the war. Since then, 
danger to the sturdy men who go do wn to the sea in 
ships has lurked fro m ev ery wav e and fro m the air. 
These are so me o f the results: 
Asso ciated Press reco rds, which include o nly v erified 
lo sses gathered fro m a maze o f co nflicting claims, sho w 
that 8 5 7 nav al and merchant ships o f 2 4 natio ns, aggre­ 
gating 3 ,097 ,65 5 to ns, hav e been destro y ed, with a lo ss o f 
8 ,61 7 liv es and with 6,4 67 men, wo men and children 
listed as “ missing and believ ed dead.” 
England, in an attempt to starv e Germany into de­ 
feat, blo ckaded the entire Atlantic Euro pean co ast, in­ 
cluding the German-co nquered co untries—No rway , Den­ 
mark, Ho lland, Belgium and France. 
Stimulated by a desire to av o id incidents that might 
plunge her into the war and abetted by a desire to aid 
Britain, the United States co nco cted a neutrality act 
banning her ships fro m all Euro pean po rts ex cept Spain 
and Po rtugal, to ssing away millio ns o f do llars in trade. 
The mighty French nav y became almo st no n-ex istent 
when England sank, captured o r bo ttled up the fleet o f 
her fo rmer ally to prev ent ax is use o f these ships. 
Mo st o f the merchant fleet o f the fiv e co nquered 
natio ns, which had a pre-war fleet o f 5 ,64 6 ships o f 1 2 ,- 
3 2 0,68 6 to ns, changed o wnership. 
England acquired 
mo st o f these v essels, Germany go t a few and hundreds 
were tied up by their o wners in neutral harbo rs. 
Asso ciated Press reco rds sho w that a ship—merchant 
and nav al—was destro y ed ev erj^ 1 0 ho urs during the 
y ear. 
This meant an av erage o f 2 .3 9 ships per day , 
1 6.4 8 per week and 7 1 .4 5 per mo nth. 
These reco rds sho w that England lo st 4 4 percent o f 
the to tal merchant ships sunk—28 4 ships o f 1 ,1 8 7 ,665 
gro ss to ns, o r 5 .6 percent o f her prewar merchant fleet. 
British nav al lo sses to tal 1 1 1 ships o f 1 7 5 ,7 5 4 to ns. 
Germany sho wed a lo ss o f 7 1 merchant ships o f 3 7 0,- 
8 5 6 to ns, 8 .3 percent o f her fleet, and a nav al lo ss o f 1 7 
ships o f 67 ,5 5 5 to ns. 
Italy , entering the co nflict June 1 0, has lo st 3 .3 per­ 
cent o f her merchant fleet—2 0 ships o f 1 1 2 ,5 95 to ns— 
an dnav al craft o f 7 ,2 1 5 to ns. 
Greece has lo st 1 1 .7 percent o f her merchant fleet— 
o r, 4 9 ships o f 2 08 ,090 to ns. 
Co nflicting claims by England and Germany make it 
v irtually impo ssible to o btain a true picture o f the re­ 
sults. Germany claims to hav e destro y ed appro x imately 
fo ur times as many ships as Britain admits she has lo st. 
In issuing statements o n lo sses and additio ns to their 
fleets bo th natio ns hav e co ntradicted themselv es o n 
numero us o ccasio ns. 
A co mpariso n o f lo sses during the first y ear o f the 
current war and the same perio d in the last co nflict is 
unfair. 
Submarines were new to y s in the last war. 
In additio n, the plane, no t a facto r in the last war, 
has pro v t'U 
a cixirf o ne. 
Only histo ry will be able to furnish a picture o f the 
final results and histo rians hav en’t y et caught up with 
the to ll o f sea warfare during the last war. 


T-H-O-U-G-H-T-S 


Bark to Scho o l 


(I f A 
SfnrI«, 1»* 


M an About Manhattan 


Radio Prog rams 


BIRTHDAYS 


By GEORGE TUCKER 
^ E W YORK—Sometimes, in the 
dusky g low of a nig htclub, 
someone whispers a story that 
startles you—and 
l e a ve s you 
numb. Such a story was whis­ 
pered on Broadway the other 
nig ht as a famous comedian was 
reg aling his audiences with m irth­ 
ful recitals that ran rig ht up to 
and leaped over the risq ue bor­ 
der. 
Sometimes this comedian talks 
with a sort of lisp. This i.s becauü e 
his lip at one time was badly cut. 
If you stand q uite close to him, 
and look for them, you can see 
dozens of little thin lines that 
show throug h his make up. Those 
lines were made with razors. It 
was a close call. It happened be­ 
fore repeal, in Chicag o. 
The story went something like 
this. He worked for a club, or 
m a y b e it was a restaurant. 
W hether you wanted to or not, 
you had to do business with one 
of the mobs during the prohibi­ 
tion years, if you worked in Chi­ 
cag o. 
This man was approached by 
the representative of a rival m rb. 
He sug g ested that it would be a 
fine thing if he, the comedian, 
used his influence to induce the 
club’s owners to switch thnir bu.si- 
ness to his (the representative’s) 
mob. 
But when you walked out on 
one mob, its members w ent after 
you. If you refused to walk out, 
the rival mob usually found time 
to drop in for a little business. 
One nig ht this comedian went 
to his home and found four of 
“the boys” waiting for him. He 
knew them all. “We hate to do 
this pal,” they told him. “But it’s 
the boss’ orders.” Then they went 
at him with razors. Somehow, he 
lived. But they cut him from head 


(I '-» ot. The doctors found 58 
lar.hi s .-n his body when they g ot 
)ü m to the hospital. 
• 
• 
« 
^ N E of the nicest workmen 
am.mg bandsmen, from the 
,^p'('tutor’s vii‘wpoint, is Tommy 
Hi^r.sr-j. When he plays before 
hoti : dining ronm audiences, as 
I c r- i' .c bfi:n all summer at the 
Astor, his shoves are simple and 
not 
too 
long , 
but 
they 
have 
ilnessi, Maybe finesse isn’t the 
word. I mean, you see everything 
you want to see, and that’s all. It 
dnpsn’t tire you to look at it. 
There are no acrobatics. A g irl 
como.s -:!ut and dances. She is 
pretty and she 
is a g ood dancer. 
Then the Five P i p e r s g ather 
around a m icroprone and sing his 
g reat hit versir-n of “I’ll Never 
Smile Ag ain.” This always draws 
a spontaneous burst of applause 
from the crowd. It is really a 
g reat 
presi ntation, 
and heart- 
breaking ly beautiful. 
i> 
« 
« 
T AST nig ht, when this hap- 
I- 
pened, the spectators received 
an extra thrill, because Toinmy 
.said, “Sitting across the room at 
the moment is the little g irl who 
wrote this song . Ruth Lowe, and 
I w ant you to meet her.” He went 
over then, the lig ht following 
him, and shook hands with a liitle 
blonde g irl whose eyes sparkled 
like sapphires. Just at that mo­ 
m ent the w aiter set a cake before 
her, because it was her birthday, 
and the orchestra played “Happy 
Birthday To You.” She seemed 
almost too little to be there, but 
then of course that was only an 
impression. She wasn’t too little 
because she is a pianist, and ?he 
has been married, and her hus­ 
band is dead, and it was his mem­ 
ory, they say, that inspired the 
song . 
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YEARS AGO IN WARREN 


SIDELIGHT ON ADOPTION CEREMONY 
The Kane Pv epublican is autho rity fo r a sto ry 
Go v erno r James is said to hav e related that may 
interest the Welsh po pulatio n. 
Acco rding to the Kane paper James claims that 
during his ado ptio n by the Co rnplanters he was able 
to translate much o f the Indian language, strangely 
v ery similar to the Welsh language the go v erno r said 
he learned as a bo y fro m his Welsh-bo m parents. 
The state ex ecutiv e to ld o f a traditio n that when 
the pio neer settlers o f New England established ho me- 
sites, they fo und New England Indian tribes who 
spo ke Welsh as fluently as the Welsh peo ple them­ 
selv es. 


btereeting Items Taken From the Warren Evening XimM 


In 1 92 0 
In 1 S3 0 


TODAY’S BIKTH1).\YS 
Clarence W'. Loney. 
TOMORROW’S BIRTHDAYS 
Maurice Greenburg . 
Mrs. Gunnard Swanson. 
Marien Moore Peterson. 
C. G. Lindq uist. 
Homer Anderson. 
Tom Wells. 
M ary Mullen Ockers. 
Mrs. Mable H. Abbott. 
M artin Jasperson. 
Mrs. Daisy Cooper Tellman. 
Harvey Davis. 
Thomas Evans Offerle. 
Mrs. Emil Hjelte. 
L. M. Hazeltine, 1845. 
S. S. Hazen. 
Velma I. Gieen. 
Lois E. Green. 
M. J. Wallin. 
Mrs. Fred Tellman. 
Mrs. M. K. Vinci. 
Mrs. R. L. Chalmers. 
Miriam Ruth Yeag er. 
Elwyn Keith Hildum. 


• 
CRANIUM 
I 
CRACKERS 
1 


Somo Team Sports 
Here are five q uestions dealin;j 
w ith the numbers of men p artici­ 
pating in various sports. 
How 
m any men make up a lacrosse 
team ? 
2. 
How many players m ake a 
polo team ? 
3. 
Hov/ any persons are thei^ 
in a shell in intercolleg iate crew 
racing ? 
4. How many men form a sc*c- 
cer team ? 
5. 
Most everyone knows the re 
are., nine men on a baseball te?;m. 
Can you tell how many there are 
to a team in the Eng hsh counLiir- 
part, cricket? 
Answers on Fag e Five 


STORIES 
IN STAMPS 


Womans suffrag e will soon b e-1 
come a reality and at the Novem­ 
ber election “skirts” will be con- 
.picuoud about the pc.lUng pi r.-’?. i 
Commissioner’? 
Clerk 
Addison. 
White stated today that the wo- i 
men turned out in larg e numbers 
Wednesday to reg ister. 


The boroug h assessors met this 
morning for the annual meeting 
of the board, with a full attend- 
a ’l'".?. It 
■ .) t]: 
¡t 
th."* 
entir*. memberslv’p that there 
be 
a small cut in the amount of the 
assessed valuation 
of 
the 
city 
property, which will be welcome 
news to the tax payers. 
Canning sug ar was advertised at 
an E ast Side store today for 18 
cents per pound. This is the low­ 
est price at which sug ar has been 
offered in W arren in a long time 
and the store disposed of several 
thousand pounds. The price in oth­ 
er stores rang es up as hig h 
as 
25 cents per pound. 


I 
W arren is to have 
an indoor 
' miniature g olf course this winter, 
i The board of directors of the Y. 
j M. C. A. has decided to provide a 
m iniature course under roof so 
that devotees of the new pastime 


1 may suffer no interruption when 


I w inter comes. 


TUESDAY, SEPTEMBER 3 
Ea s tc pn Sta nda rd P. M.— Subtra c t On* 
Hour for CST., 2 Hrs . for MT.— 
Da y light Time One Hour La te r 
(Ch a n g es in p ro g ra ms a .i listed d u e 
to 
la st min u te n etwo rk co rrectio n s.) 
4:30—J a c k A rm stro ng —nbc-w eaf-east 
Serial “M idstre am ” — nb c-red-w est 
Ireene W ick er Stories—nb c-w jz-east 
S ketch of Hollywood—nbc-b lue-w est 
T elia Pesai, HarpHichurd—cbs-w abc 
I>ance M usic O rch estra—m bs-chain 
4:45—T h e O’Neills, S ketch —nbc-w eaf 
B ud B a rto n’s Serial — nbc-’ftjz-east 
B. B a r r e tt & Son.s — nb c-blue-w est 
S catterg o od Baines Serial—cbs-w abc 
B:00—L i’l A bner’s S ketch — nbc-w eaf 
N ew s; Vocal P ro g ra m —nb c-w jz-east 
C hildren's ilo ur rp t.—nbc-blue-w est 
N ew s B ro adcasting T im e—cbs-w abo 
M usic of the .String s — cbs-m idw est 
N ew s; D ance O rch estra—m bs-chain 
5:05—K dwin C. Hill—cbs-w abc-basic 
6:15—L a ndt Trio & New.s—nbc-w eaf 
Bill S tern Sport.s; M usic — wjz-only 
M ichael I.<orlng in Song .s—cbs-w abo 
5:30—Y vette and H er Song —nbc-weaf 
D ance Mu.<5Ìc O rchest.—nb c-w jz-east 
P aul Sullivan N ew s—cb s -w a tc -b a s ic 
T h e C hicag oans O rch estra—obs-w est 
E dna O’Dell and O rg a n—m bs-chain 
6:45— Paul Doug las S po rts—nbc-w eaf 
Lowell T hom as, T alk —nbc-w jz-basio 
E uro p e a n W a r B ro adcast—cbs-w abc 
D ance Music O rch estra—m b s-chain 
6:00—F. W a ring T im e—nbc-w eaf-east 
T h ree Romeos, Vocal—nbc-red-w est 
E a s y Ace.« ;, D ram atic Serial—nbc-wj* 
A m os and Andy S k it—cbs-w ab c-east 
Carol M a rs h ’s Plano— cb s-chain-w est 
P ulto n Lewis, Jr., T a lk —mb';-chain 
6:15—E uro p e ’s W a r N ew s—nbc-w eaf 
Mr. Keen, D ram atic Serial—nbc-w ja 
D ance M usic O r c h .— cbs-w.abc-east 
P aul Sullivan new s re p e a t—cb.s-west 
D ancing Music O rc h e stra —m bs-w or 
6:30—D ancing Music o r r h .—nbc-w eaf 
D ancing Music O rch estra — nbc-wjz 
“ Second 
Hii'-bnnd” 
''■■s-wnlx'-basio 
6;45— H. V. JCaltenborn — nbc-wcaf 
Sam B a lte r in Spt.s. T nlk—nibs-eaat 
7:00—J o h nny P re sents Or.—nbc-weaf 
Roy Shield 'Encore Music—nbc-wjz 
C o urt <■ f M issing H e i r s — cbs-w abc 
W y th e W illiam s C o m m ent—m bs-wor 
7:15— C a ts ’n’ 
J a m m e rs In Swing — 
m b s-w o r 
7:30—H o race H eidt’s Show—nbc-weaf 
“ Info rm atio n P lease” Q ulz^ nb o -w jz 
F ir s t N ig hter, 
D ra m a tic —tIi.n-w:!' 
N ed Jo rda n Spy S tory — nibs-ch;un 
—E lm e r Davi.« ;, New.s — cbs-wabc 
—B a ttle of the S exes—nbc-we ¡f 
M usical 
A m ericana f)rch.—nl>c .-.j^ 
W e th e People via R adio—cbs-wabo 
D ance M usic O rc h e stra — mbs-chaim 
W illson’s M usical—nbc-wcnf 
Dancing ; Music O rc h e stra — nl>c-\vj>: 
Prof. (¿uiz & the Cjuizzees—cbs-w abc 
I ^ u g h and Swing Club — m bs-wor 
9:00—T o m m y D orsey O rch.—nbc-weaf 
C o m m ent on W a r N ew s — nbc-wjz 
Glenn Miller 
S z. O rc h e stra —cbs-w abc 
R aym o nd G. Sw ing T a lk —m bs-w ur 
9:15— Public Affairs T a lk s—cbs-w abc 
T he Ink Spots Q ua r te t — nbc-w ja 
N ew s: D ance Music O rch.—m bs-wi.r 
8:30— Uncle W a lt T>og house—nbc-w eal 
Concert Music B ro a dc a s t — nbc-w jz 
W a r N ew s; F o ur C lubm en—cb s-w ab c 
Vag abond.-? T rail P ro g r a m —m b s-net 
f0:00—N ew s & D ance — nb c-w eaf-e ast 
F red W a r ing ’s r e p e a t—nbc-red-w esf 
N ew s; D ancing M usic Ore.—nbc-w jz 
S po rts; N ew s P eriod—cb s-w ab c -ea st , 
Am os and Andy r e p e a t — cbs-w est 
D ancing Music O rch est.—m b s-rh ain 
1 0 : 0 ^ E d Hill rpt. (10 m .)—cbs-1 )ixie 
10:15—D ance 
&. N(T.vs till 1—all-chain 


WEDNESDAY, SEP t dMBER 4 


Ea s te rn Sta nda rd P. M.— Subtra c t One 
Hour for CST., 2 Hrs . for M T .— 
Da y light Time One Hour La te r 
(Ch a n g es in p ro g ra ms a s 
l i s t e d d u e to 
la st m i n u t e n etw o rk c o r r c c t i o i i s . ) 
■J:45— T he O'Neills, S k etch —nbc-w eaf 
Bud B a rto n’s S k etch —nb c-w jz-east 
W. V'an D yne Song — nb c-b lue-w est 
S catterg ood Baines Serial—cbs-w abc 
Zeke M anners and G ang —m bs-chain 
5:00— L i’l A b ne r’s S ketch — nbc-w eaf 
N ew s; Vocal I ’ro g ra m —nbc-wjz-caf-t 
C hildren’s H our r p t —nb c-blue-w est 
N ew s B ro adcasting T im e —cbs-w abc 
News: Dance t)rc h e s tra —m b s-chain 
5:05— E dw in C. Hill — cbs-Avabc-basic 
The C’hicag oans O rc h e stra —cljs-wc.^t 
5:15— D ance Music; N ew s — nbc-w eaf 
Bill S tern Sports; Music—wjz-only 
H edda H opper on Movies—cbs-w abc 
C apers from K eyb o ard — cbs-Dixie 
5:30—Capt. Healy iitam p s — weaf-only 
D ancing Music Orch,—nbc-red-ch ain 
D ancing Music Orch. — nbc-wjz-ea.'^t 
P aul Sullivan N ew s—c b s-w ab c -b asic 
C hicag o’s Swing S erenade—cb s-w est 
Novelty O rch estra P ro g .—m bs-ch ain 
5:45—I'aui Doug las S p orts—nbc-w eaf 
Lowell T h om as N ew s—nb c-w jz-basio 
E uro p ean W ar B ro a dc a s t—cbs-w abc 
To Be Announced (15 m .)—m b s-ne t 
6:00—F. W aring T im e— nb c -w e a f-e a st 
E a sy Aces D ra m a tic Serial—nbc-w jz 
Am os ’n’ Andy, S k it—c b s -w a b c -e a st 
CBS C oncert O rch estra — cb s-w est 
F ulto n Lewis, Jr., T a lk —m bs-ch ain 
6:15— E uro pean W’a r N ew s—nbc-w’eaf 
Mr. Keen, D ram atic Serial—nbc-w jz 
L anny Ross in iSong —cb s-w ab c-b asic 
P aul Sullivan news r e p e a t—cb s-w est 
6:30— Revelers — w eaf-k y w -w b z -w m al 
Bob H anson B arito ne—nb c-red-chain 
D ancing Music O rch estra — nbc-w jz 
‘Meet Mr. Meek,’ Com edy—cbs-w ab c 
Lone R ang er I.'ram a—m b s-w o r-ea st 
6:45— H. V. K altenborn — nb c-w eaf 
S am Balter, S po rts—w g n-k w k -w k rc 
7:00— Hollywood P lay ho use—nb c-w eaf 
T his Our America, D ra m a —nbc-w jz 
Uncle J i m ’s Question B ee—cb s-w abc 
W h ere Are You F ro m ? — m b s-w o r 
7:30— P a rty a t P lantatio n — nbc-w eaf 
M a nh a tta n a t M idnig ht — nbc-w jz 
J. H ersholt, Dr. C h ristian—cbs-w abc 
T h e Green Hornet, Play — m bs-w o r 
7:55— E lm er Davis, N ew s — cb s-w abc 
8:00—A bbott and Costello — nb c-w eaf 
Song 
of 
Your 
Life — nbc-w jz 
T h e a te r of Stans, V ariety —cb s-w abc 
D ancing Music O rc h e stra —m b s-chain 
Gabriel 
H eatter, 
T alk — w or-basic 
8:30— Mr. JJistrict A tto rney —nbc-w eaf 
Roy Shield Encore Music — nbc-w jz 
To Be Announced (30 m .)—cbs-w abc 
Sheep and G oats Club — m bs-w o r 
9:00— K ay K y ser’s Colleg e—nbc-w eaf 
W'ar Com m ent; Ink S pots—nbc-w jz 
Glenn Miller <fe O rc h e stra —cbs-w abc 
R aym ond G. Swing , T alk —m bs-w or 
9:15— I'ublic Affairs T alk s — cbs-w abc 
N ew s; London W a r N ew s—m bs-w or 
9:30—D ancing Music Orches.—nJ)c-wzj 
W a r N ew s; (Jene Rowe — cbs-w abc 
W eb er P a g e a nt of Melody—m.bs-wor 
10:00— N ew s & D ance—nb c-w eaf-e ast 
F re d W a ring ’s re p e a t—nb c-red-w est 
N ew s; I^ance Music Orch.—nbc-w jz 
S ports; News P erio d—cb s-w ab c -ea st 
A m os and A ndy’s re p e a t—cbs-w est 
D ance Music O rch estra — m bs-ch ain 
A. Mitchell. A nsw er M an—m b s-w est 
10:05—E d Hill rpt. (10 m .)—cbs-D ixie 
10:15— D ance & N ew s to 1—all chains 
L anny Ross rpt. (15 m . ) — cb s-w est 


For I have kept the ways of the Lord, and have not wickedly de­ 
parted from niy God.—Psalms 18:21, 
* 
* 
* 
Doing the will of God leaves me no time for disputing about his 
plaiis.-< G. McDonald. 


Professor Joseph Triscft : 
cajme here from Jamestown 
ag o to take the leadership of 
W arren Victory Band, 
ha- 
retained by the org aniza’if., 
two more years. He starter 
25 Italians, few of 
whom 
anything about music, and 
has a band of forty pieces. 


the 
b-:'n 
f..r 
^-iti. 
k :t-W 


The Kiwanis Barnstorm ers en­ 
tertained the club at the weekly 
meeting yesterday 
and 
a very 
amusing entertainm ent was also 
furni.shed by Bob Mackay; 
John 
Newf'll and Ray Steber who billed 
themselves as the 
"blind 
music­ 
ians.” 


In connection with 
the 
wid>^- 
spread interest in W arren’s 
Old 
Home Week 
celebration 
it 
ha-; 
been learned 
that photog raphers 
from all over the country, repre­ 
senting big syndicates and mov­ 
ing picture weeklies, are coming 
here for some of the days to tak* 
pictures of the parades. 


D istrict Attorney Eddy was a 
passeng er on the morning 
train 
west. 
\ 


Oommissioners Stewart and 01- 
ney, Clerk Seavy 
and 
Solicitor 
Nelson are In Altoona 
attending 
the convention 
of the Penn.sylva- 
nia County Commissioners which 
will be in session today and Frl- 
, day. 


There is g reat interest in the 
: Young sville Glider Club. The club, 
of which Glen Patch is president, 
are themselves erecting the g lider 
which they expect to complete by 
the middle of the month. 


U. s . Comme mora Hv e • 
Honors Corona do 


'T'H E 400th anniversary off the 
explorations of Coronadii 
in 
the southwest is m arked by the 
U. S. 3-cent issue of the dhsig n 
above, to be placed on sale ai, Al­ 
buq uerq ue, N. M., Sept. 7. 
The 
release date is the anniversary of 
the discovery of the Rio Gj ande 
river by the Spanish. The desig n 
is from a painting “Cojonado and 
his Captains,” by Gerald Cossidy. 
Francisco 
Vasq uez 
CoiiDnado 
headed an expedition to find and 
conq uer 
the 
“Seven .C it« ^ 
of 
Cibola,” fabulously rich 1 ndian 
strong holds. 
A fter winning i the 
pueblo of Hawikuh, in New Mex­ 
ico, Coronado sent 
e x p l o r i ng 
parties as far west as the 'Grand 
Canyon, subjug ated tribes in the 
New Mexico area. 
In 1541 he led his arm y’ east­ 
w ard into the G reat Plains country 
of Texas, Oklahoma and Kansas. 
One small g roup of horsemicn are 
believed to have penetratedi as far 
north as Nebraska. 
Failing in his q uest foi* g old, 
Coronado returned to Mei:ico in 
1542, with only a small p a rt ol 
his orig inal party. 
He w as re­ 
moved from office as g ovei:nor of 
New Galicia, retired to hig , Mexi­ 
can estates^ 


Menus of the Day 


Info rmal Pick-Ups 
Serving 8 
Minced H a m Ring s 
O rang e B read Sandwiches 
C ream ed Cheese T oasted F ing ers 
Iced Coffee F ro s t 
Iced F ruit D rink 
Su-rar Cookies 


Minced Ham Ring s 
24 rounds white 
1 tablespoon 
bread buttered 
% cup finely 
chopped h am 
2 tablespoixis 
choppcd 
celery 
1 tablespoon 
chopped onions 


chopped 
parsley 
3 tablespoons 
chopped sw eet 
pickles 
4 tablespoons 
salad dressing 
Arrang e buttered slices on a 
flat surface. Spread half with 
other ing redients, combined and 
chill. Cover with remaining slices. 
Press tog ether firmly. Cut out 
the centers with small cutter or 
larg e-sized thimble. Arrang e the 
ring s on a serving tray. Roll the 
small circle cut-outs in finely 
chopped parsley and use to g ar­ 
nish other trays of canapes or 
sandwiches. 
Iced Coffee Frost (Spiced) 
I cups strong 
2 cups w hipped 
freshly m ade 
coffee 
1 tablespoon 
b ark cinnam on 
8 whole cloves 
Ice cubes (or 
frozen coffee) 


cream 
% cup confec­ 
tioner's sug ar 
1 teaspoon 
vanilla 
»4, teaspoon 
nutm eg 
Simmer coffee and spices (cin­ 
namon and cloves) three minutes. 
Strain and pour into tall g lasses 
one-half full of ice cubes. Mix the 
cream with sug ar and vanilla. 
Add small portions to each g lass, 
mixing it into the liq uid. Top 
with the rest of the cream m ix­ 
ture and sprinkle with nutmeg . 
Serve ii^mediatelv. 


Now: Europe , Se pte mbe r, 1 9 4 0 


September, 1940, finds the black shadow of totalitarianism far 
flung across Europe. 
Twelve months of w ar have seen the sub­ 
jection of 11 nations to the military or political conq uest of three 
major ag g ressor nations and a coat-tail rider. 
Britain alone is 
left free and fig hting to buck the dictator-dom inated continent 
mapped above. ■ 


THE BIRD MAN 


HOFvIZONTAL 
1 Pictured stu­ 
dent of birds. 
10 Rhubarb. 
11 Wing . 
12 Small hotel. 
13 Female sheep. 
14 Mountain 
(abbr.). 
15 Subsisted. 
16 To peruse. 
17 Veg etable. 
18 While. 
19 Dower 
property. 
20 Swift. 
21 Spike of corn. 
22 Symphonic 
band. 
^ 7 Humid. 
29 Godliness. 
30 Room. 
31 Shield. 
32 Acts of selling 
33 Mug . 
34 Rig ht (abbr.). 
35 To run out. 
36 Forcible 
restraint of 
speech. 
37 Exclamation. 
38 More 
contemptible. 
39 Almond. 
40 Away. 


Answer to Previous Puzzle 
M E A V E 
“ 
C 'R 'A Æ 


AiTiRi 
1 N _ _ 
s P A i T i E r r s . p 


41 One who 
applauds. 
43 Eternity. 
44 Back. 
45 Tempered 
iron. 
46 To g row old. 
47 Ham m er 
heads. 
48 He was ' 
Am erica’s 
most famous 
—— or bird 
man. 


VERTICAI, 
1 Junior. 
2 Malay apples. 
3 Female fowls. 


4 Relig ious 
worker. 
5 Before noon 
(abbr.). 
6 Daybreak. 
7 Rubber tree. 
8 The soul. 
9 Marked with 
spots. 
13 Aurora. 
14 Netted. 
15 He became a 
or rover 
in order to 
study birds 
(pl.). 
16 Heart. 
17 Compacts. 


19 To dibble. 
20 One who sets 
free. 
21 Mooley apple 
22 Greaser. 
23 Moth larva. 
24 W aiter’s 
g ratuity, 
25 Of the thmg . 
26 He was a 
' 
famous 
' 
and painter 
of t'rds (pi.) 
28 To perform. 
29 Prie.st. 
32 Horse fcnneL 
33 Pussy. 
35 M etal plate. 
36 C it. 
37 Praying ie- 
mnle fig ure. 
38 Dutch 
farm er. 
39 Christmas 
carol. 
40 Lawyers* 
charg es. 
42 Indian. 
43 Self. 
44 Portug uese 
coin. 
46 Sound of 
pleasure. 
47 Portug al 
(abbr.). 


FUNNY BUSINESS 


“ I’v e go t a husband that whistles, a do g that barks and a 
parro t that screeches—no w I want so mething that 
sto mps!’’ 


Ev ery bo dy Reads the Times-Mino r 
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Large Crowd Attends Eleventh Old 
Home Day Celebration at Scandia 


A crowd estimated at approxi- 


mately 400 persons attended the 
eleventh annual Old Home 
Day 


at Scandia, Elk township, on Labor 
Day despite threatening weather. 
States represented at the gather- 
Ing included New York, Ohio, Mas- 
sachusetts, Connecticut, West Vir- 
ginia and Pennsylvania 


boys in the professional world and 
called upon Carl William Hagberg, 
now a prominent Cleveland attor- 
ney. Mr. Hagberg's talk was of 
a humorous nature, relating many 
amusing incidents of 30 years ago. 


Mr. Franklin, a resident of 55 


years ago, spoke of the 
serious 


side of the former residents and 


At 10-45 a m. the church hell! their devotion to their religious 
f*-*> . J.V . *w 
,,.... , , - , . ! , , - 
T-l_-n 
I*-, rr 
-f Q 1L-C! 
T\\T 
AT T*C 
summoned the group to the "Little 
White Church" where 
an inter- 


esting program was 
held. After 


the singing of America, 
a short 


message was brought by .the Rev. 
E H. Jones, pastor of the Clar- 
endon Methodist church, who bas- 
ed his talk on the second chapter 
of Ephesians, closing with a short 
prayer. 


Minutes of the 
1939 
meeting 


were read and approved and the 
report of the treasurer 
accepted. 


Officers were then elected for the 
ensuing year, as follows: President, 
Rev Paul Young; vice president, 
Adeline Hagberg; secretary, Mer- 
rill Palmer; treasurer, Mrs. Law- 


' rence Peterson. An 
offering 
of 


$34.60 was received. 


A ^olo "Whispering Hope," was 


sung by'Everett Hagberg, accom- 
panied by Jeannette Hagberg. As 
the day also marked the funeral OL 
Mrs. Frang Hagberg at Youngs- 
own, Ohio, a prayer was offeree! 
by David Dndberg in memory of 
his highly respected 
lady who 


for many years resided at Scan- 
dia. This was'followed by a duet 
>y Mrs. Godfrey Carlson and Miss 
Astrid Swanson, accompanied by 
Ethel Olson, all of Jamestown. 


Everett Hagberg spoke of the 


large number of former Scandia 


duties. Following talks by Mrs. 
Oscar Anderson, a teacher of 34 
years ago, and John Schuler, a 
former township boy, the audience 
was again favored with a duet by 
Mrs. Carlson and Miss Swanson. 
with Miss Olson at the piano. 


The next speaker was the Rev 


J Wademar Harald, now superin- 
tendent of the Scandinavian Sail- 
ors' Home Mission, 
of 
Charles 


town Mass. He told of his com 
ing to Scandia in 1905 during on< 
of the hardest rainstorms of thi 
season, remaining for several years 
as pastor. He related many inter 
esting incidents, among which wa. 
the transporting of a piano from 
Warren with a team and wagon 
for a special service and returning 
it the same 
way the following 


day. 


I was most interesting and greatly 


ppreciated. 
This was followed by a song, 
The Little White Church at the 
:ross Roads," a parody 
on the 


'Church in the Wildwood," writ- 
en by Miss Jeannette 
Hagberg 


and sung by Everett, Donald and 
Robert Hagberg, Axel Nasman, 
Frederick Jury and Philip John- 
son Following the Swedish song, 
'Borna Odin," the benediction was 
pronounced by Rev. Harald, who 
also brought greetings from the 
Hagberg family and David Lind- 
strom, of Youngstown, Ohio. 


The service at the church was 


followed by a 
bountiful 
dinner 


served at the Grange Hall under 
the auspices of the Ladies Aid. A 
bazaar was held by the P. T. A. 
in the school building, with Mrs. 
Mabel Gardner in charge of the 


OF THE 


by Jeanne Bowman . 


YESTERDAY: Constance asks 


John Rasfcthorne to arrange a 
loan of $50,000. 


T: 


Rev. Harald spoke of the many 


memories, some pleasant, 
others 


not so pleasant. He spoke of the 
pioneer residents, their hardships 
and religious devotion. He based 
a part of his talk on the fourth 
chapter of Luke, charging those 
present to give their best to the 
higher things of life and remind- 
ing them that the best door they 
can go through in this life is the 
door of the church—then the door 
to Christ and the Cross. His talk 


articles... 
An interesting sports program 


was held with prizes being award- 
ed as follows: Boys' 50-yard race, 
8 to 12 Frederick Hagberg; girls' 
50-yard race, 8 to 12, Ruth Mack; 
bovs 12 to 16, Gordon Olson; old- 
er "boys' 100-yarG 
race, 
Robert 


Hagberg; 
tug-of-war 
between 


single men and married men won 
by married men; men's nail driv- 
ing contest, Charles Anderson, of 
Robbin Hill; women's nail driving 
contest, Lorraine Erickson. A ball 
game between the Scandia team 
and a Bradford team was won by 
the former. 
Many compliments on the suc- 


cess of the occasion were tender- 
ed the officers and committees in 
charge. Officers 
who 
arranged 


this year's reunion included the 
following: President, Harry Chin- 
berg- vice president, Everett Hag- 
berg; secretary, Alice " 
treasurer, 
Martha 


Swanson 
Peterson 


sports committee, Philip • Johnson 
and Robert Hagberg. 


usiness 


Everybody reads the Times-Mirror 


••—••—• i n 
and 


RIGHT HEATIN 
IN HOME HEANS 
MORE 


Have you given consideration to 


your heating problem for the com- 
ing fall and winter, the Hoagvall 
Hardware, 213 Penna. Ave., E., in- ; 
quires ? 
Those chilly September days are 


here and it behooves you to look 
after the furnace now, whether 


BUSINESS BRIEFS 


Concerning 
Professional 
and 


Business Men and the Products 


and Services They Offer 


«Jt 


If you have any roofing prob- 


lems, don't delay having them at- 
tended to now before cold weath- 
er sets in. Phone 1977 and Claude 
R. King, 615 Water street, con- 
tractor in roofing, sheet metal 
work and asphalt tile -flooring, will 
gladly give you free * estimates. 


Be sure you look right at all 


times. 
Take those 
clothes 
to 


James Mortenson, tailor at 225 
Penna. Ave., W., and have them 
hand pressed. 
No machinery is 


CARS REBUILT 
LIKE NEW NOW 
8Y FIRM HERE 


V^, 
_ 
- 
llCtiiU. 
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- 
you want the old one cleaned and !used b 
Mr_ Morteson in hi3 work. 


^^T-vo-ji-ori nr a npw one installed. 
J 
_ 
_ 


Chido's 
Economy paint store, 


230 Penna. Ave., W. offers excep- 
tional values in 
and wall pa- 


f the 
to make those 
om_ 


ovements 
on that house of 
^yours. 


repaired or a new one installed 


You can spend a fortune on the 


furnishings 
and decorations—but 


nercner 
jou 
u* j 
rt,,4. 
uiuita.1 va-tuco m JJAO..U 
u.**.^ ..— ^^ 
guests will get much pleasure out 
n 
And thig ^ the seagon 
of them if the rooms are chilly and *. .- 
• 
. 
,.. 
*.-, 
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drafty, or if these drafts endanger 
their health. Entertaining friends, 
listening to the 
radio, 
playing 


games, reading—they're all part 
of the pleasures of home only when 
it is comfortably 
warm. 
Good 


heating lets you enjoy the real 
spirit of true family life. 
There is one other very practical 


point that should not be overlook- 
ed 
An investment*in good heat- 


ing pays cash dividends later in 
lower heating costs, lower upkeep 
and 
better 
health. 
And good 
heating doesn't mean 
expensive 


heating—but proper heating, pro- 
perly sized and properly installed. 


Autobody Repair Go, 
Body and Fender Specialists 


Penna. Ave., E., cor. Park St. 


Phone 159 


White House Inn 


The place to 


DINE, WINE and DANCE 


Always a Gay Spot 


The type of equipment and its 


costs depend entirely on the kind 
of home and how much you can 
afford'to spend. Whether you can 
afford to spend a lot or just a lit- 
tle, you can depend on the Hoag- 
vall Hardware to give you some- 
thing in the budget range that 
will give you the best kind of heat- 
ing you can buy for the money. 


Better Phone 24 right now and 


let them, come to your home and 
go over your heating and also your 
plumbing problems. 
Furnace re- 


pairs can be made on your old 
equipment if you desire to retain 


But have it checked now before 
it. 


cold weather comes. 


TIME NOW TO REPAIR AND 


CLEAN THAT FURNACE 


*Call Us* 


WARREN SHEET 


METAL SHOP 


12 Clark St. 
Phone 1811 


James Mortenson 


TAILOR 


Ladies' and Gents' Tailoring 


No machinery used with 


pressing 


325 Penna. Ave., W. 


GOOD PLUMBING 


IMPROVES A HOME IN 
Beauty, Comforl; and Service- 


ability 


This is the home of 
GOOD PLUMBING 


HOAGVALL HARDWARE 
213 Penna. Ave., E. 
Phone 24 


Certainly it's tough to have an 


auto accident and when you sur- 
vey the wrecked car you wonder 
whether it can ever be made to 
ook new again. 
Not so many years ago it was 


doubtful just how good the machine 
would look even after being re- 
paired, but with skilled hands and 
nodern machinery such as is of- 
fered by the Autobody Repair Co., 
DOdy and fender specialists 
at 


Penna. Ave., E., corner of Park 
street, you need no longer fear the 
outcome. 


The chances are your car will 


:ome 
out of this shop looking as 


good as the day you got it, or 
least as nice as before you hac 
your accident. 


Phone 159 if you are unable to 


move the car, and the Autobody 
Repair Co. will send out a toy, 
truck to pull you in. 


But perhaps you simply have 


some damaged fenders or a Mttli 
kink in the body you'd like re 
moved and painted just to mak< 
your car look presentable on the 
streets. No one likes to drive 
car that looks like it had been 
through a war. And it does cos 
so little to have expert workman 
ship done on it at the Autobodj 
Repair Co. 


Then, too, you may want the 


entire car painted. It's a goo 
idea to preserve it now that win 
ter snows, ice and cold rains wil 
be falling on it for a number o 
months. 


The finest of paints and enamel 


are used at the Autobody Repai 
Co. and you'll be amazed to dis 
cover your car looks like a 194 
model once it has been painted in 
these shops. 
But don't put it off—take th 


machine to Penna. Ave., E., corne 
of Park street right now. 


YOU CANT LOSE by reading 


the classified ads every day 


Chapter 16 


Backed To Win 


OOK!" 
Constance 
drew a 


rough map of the ranch. 


"This section would be of value 
to a real estate investor; this a 
total loss. And the man who saw 
the place as a ranch wouldn't be 
interested in cutting the extra 
land into a vacation tract. The 
natives have no use for summer 
people." 


Raskthorne stood up, walked to 


the window, then back to his 
desk and shook his head. "Con- 
stance, no one would lend you 
money to carry on such a venture, 
with no security but your word. 
You're not even full owner." 


Constance gathered her purse 


and gloves together. "I know it 
seems a wild scheme, John, but I 
believe in it. I came to you first 
because I thought you knew more 
about the value of El Cabrillo 
than another would. However, I 
still have an ace up my sleeve, 
so goodby, and thank you for 
giving me so much time—" 
way—" 


"Chita!" John stopped her be- 
"A 


fore she reached the door. "Listen, stance, 
dear, what makes you think you, 
a twenty-four-year-old 
girl, can 


run a dairy farm? I doubt if you 
could tell a Brahmin from a Hoi- 
stein." 


Constance gave him a gamin 


grin. "If a Brahmin can produce 
as much milk as a Holstein, I'll 
buy a herd of them." 


"A Brahmin," pronounced John 


eruditely, "is the camel of the 
beef family; a bison-headed steer 
with a hump on his back." 


"Imagine you knowing that," 


breathed Constance in mock awe. 
and started again for the door. 


"Chita," he was holding her by 


the arms now. "dear, give up the 
ranch. Marry me, today, tomor- 
row . . . next week. I'll take care 
of the family—" 


Constance jerked away, cheeks 


scarlet. "The Charge.-it Cabrillos," 
she said bitterly. "Only then they 
would be charging it to my hus- 
band. No, John! And I won|t 
marry you or any other man until 
we Cabrillos can stand on our 
own." 


"So thafs it!" 
At the tender triumph in his 


voice, Constance looked back. 


"Come back and sit down." 


John seemed jubilant over some- 
thing. "Come on, here in this 
chair, close to mine. Constance 
. . . I'm going to back you. I am 
going to lend you the fifty thou- 
sand ... I'm going to bargain with 
you. If you will give me your 
word, and a written promise to 
one or two provisos, I'll back you 
to win." 


So sudden was the change In 


John Raskthorne's manner, that 
Constance found herself seated 
before she fully realized what had 
occurred. 


Still bitter over his light ac- 


ceptance of her family as an obli- 
gation attendant upon anyone 
marrying her, and piqued at his 
assumption that she would fail 
with El Cabrillo because she was 


pledged him to secrecy. I had an 
idea you would talk me into this 
and I'm not a man to throw 
money away to satisfy the whim 
of even the woman I love. 


"He believes in you. He feels 


you can make a success of the 
ranch if you will take the advice 
of experienced people." 


"But John," Constance's eyes 


were bright with tears of joy, 
"don't you see. dear, that is what 
I am planning to dp. I know my 
limitations, but I think I'm smart 
enough to hire men who have 
none." 


John nodded at her soberly. 
"And you will help me with 


the bank?" she asked eagerly. 


"No. Give me a month and I'll 


make this a personal loan." 


C o n s t a n c e lumped up and 


stared at him. doubt in her eyes. 
"I'd 
rather not have 
personal 


loans . . . John, why are you do- 
ing that?" 


Raskthorne was beside her. 


"Because I love you, Conchita. 
And because I'm beginning to un- 
derstand you and admire you 
even more than I did before. 


"But mostly because I know 1 


have a rival and I'm going to fight 
for you, against him. in my own 


a rival?" faltered Con- 


Paint 
$1.39 gal. 


Wall Paper 
3c roll up 


CHIDO'S ECONOMY 


PAINT STORE 


230 Penna, Ave., W. Phone 1124 


TEXAS LUNCH 


214 Penna. Ave., W. Phone 429 


Quality, Cleanliness and Service 


Is Onr Motto 


Wiennies and Hamburgers 


Our Specialty 


NELS VALENTINE 


& SONS 


DISPOSAL SERVICE 


Collecting' and disposing of 


garbage and rnbbage 


126 Penna. Ave., W,, Phone 1063 


IMAGINE! 


A New Guaranteed 
DUNLOP TIRE 


For as little as 30 cents a week 
Dunlop Tire & Rubber Corp. 


315 Penna, Ave., W. 


WETHERILL'S ATLAS PAINTS 
Improve and Enhance the Value of Your Home 


SENECA LUMBER & SUPPLY CO. 
PAINTS - VARNISHES - ENAMELS - LUMBER - HARDWARE 
422 Crescent Park 
Phone 1728 


a girl, and a young one. she 
waited. 


And as she waited her resent- 


ment faded. This John was new to 
her. She'd never before seen him 
against his business background. 
For a moment she let fancy pic- 
ture her as his wife, coining up. 
perhaps to meet him for lun.ch- 
eon; her pride in this man with 
the silver band about his head 
which matched his b u s i n e s s 
tweeds of silver gray: almost, she 


A 
; 


Keep a KODAK handy 


for your 


VACATION STORIES 
Play safe, make sure you save 
this summer's highlights in in- 
teresting pictures. You'll find 
a wide assortment of Kodaks 
here at prices from $3.95 


• 
DEVELOPING 
PRINTING 


ENLARGING 
* 


Free enlargement with every 
film developed 
and 
printed 


• 
Bairstow Studio 


Liberty St. 


might say, matched his eyes of 
gray with their silver toning. 


"Constance, tell me how you 


arrived at the figure of fifty thou- 
sand?" 
She was ready. She drew a 


typewritten sheet from her bag. 
"The 
Taylors planned to borrow 


twenty thousand. They believed it 
would take three years to restock 
the ranch and start it running at 
a profit. I would have to hire an 
expert dairyman. I found, through 
Mrs. 
MacKelvey. that there was 


one available at four thousand a 
year-" 
"Your dairymen come high,' 


interposed Raskthorne. 


Personal Loan 


ND now Constance could give 


John a superior smile. "Do 


you realize this man must know 
not only how to buy dairy stock, 
but how to buy feed: which food 
combination is right for what 
breed? And he must know how to 
till and plant and harvest the 
acres so that all the food need not 
be purchased? And he must know 
how to rebuild stables, install 
machinery, handle men, control 
the 
marketing, maintain 
ac- 


counts—" 
"V7ait a minute," begged John, 


laughing at his defeat. "Four 
thousand isn't too much for such 
a superman. You are counting on 
paying him out of the loan for 
three years, that is twelve thou- 
sand dollars. Say it would take 
twenty thousand to convert the 
ranch into a dairy farm^you still 
have twelve thousand—" 


"Oh no, the family have been 


receiving nearly that much from 
the ranch, and I must figure on 
paying Peter Taylor's salary if he 
decides to stay on. I can't fire 
him you know.' 
Raskthorne nodded. "Conchita, 


with your brains and my money, 
we can't lose. Now, I'll be frank 
with you. After I listened to you 
last night, I decided to talk to 
Judge Franck. Reached him by 
telephone this m o r n i n g 
<=** 


"El Cabrillo. You've made the 


ranch an entity, given it a body 
and a soul. 


"To me it's as though it were 


another man, a profligate rascal, 
romantic, inconsistent, a veritable 
Don Juan. 


"I can't win you until you've 


found it out for what it is; until 
you've seen for yourself that it 
has a treacherous heart." 


Constance listened, half fright- 


ened because his words 
were 


translated in her heart. John was 
not 
speaking 
of 
El 
Cabrillo 


rancho. he was speaking of Ped- 
ro, describing him: Pedro the in- 
consistent, romantic Don Juan. 


'Girl In Love' 


"yOU'RE like a young girl in 
* love for the first time," John 


went on, "no one can tell you 
you're wasting your love, you're 
going to have to learn that your- 
self." 
"But John?" she smiled up at 


him, wondering if he knew why 
her cheeks were suddenly flushed, 
wondering if she could hear the. 
thick beat of her heart. "Sup- 
pose, while I was wasting my 
love, I ... 
I married the rascal: 


lost the investment." 


'That is where the Joker comes 


in," John answered smoothly. "I 
don't intend running any risks. 
I'm going to protect you from 
yourself. 
"Here is my proposition." 
They sat down and Constance 


remembered another conference. 
Here again she was facing a 
shrewd man, only this man's eyes 
were suddenly iced with a hard. 
silver sheen. 


"Upon receipt of the loan, you 


will agree, in writing, that, if you 
have not shown a small margin of 
profit the last year, you will re- 
turn here to place the property 
in my hands for sale, your legal 
consent included. 


"And you will agree to marry 


no man. other than John Rask- 
thorne, until the fifty thousand 
has been repaid with interest. 
Marriage to any other will give 
me the right to call in the loan 
without notice." 


Constance thought for a mo- 


ment, then thrust out her hands, 
eyes starry. 


"That's easy," she assured him. 


It xvas_. She had no intention of 
marrying any man but John. And. 
if she failed with the ranch, as 
she had no intention of failing, 
there was no one whom she could 
trust to handle it to a better ad- 
vantage than Raskthorne. 


John gripped her hand, then 


bent down for a quick kiss. "Now 
we're going home to break the 
nev/s to the family." 


"Oh," moaned Constance. Of 


course they had to be faced, only 
—"John, you don't have to shoul- 
der that," she protested. 


"I'm just getting into practice." 


ie told her grimly, "I sent word 
for them to be ready for us at five 
o'clock." 


Constance found nothing heart- 


ening in the first swirl of the sea- 
son's snow which met them at the 
door of the building. All of the 
buoyancy she had felt in winning 
John over to her support, fled; all 
of her indignation at the family's 
extravagance, melted. 


She allowed John to hold her 


arm tightly, even leaned on him 
a little as they made their way to 
the cab he had called. 


Lamson's face was dour when 


he opened the door to them. Mrs. 
Cabrillo would see them in the 
petite salon. 


Constance swallowed with diffi- 


culty. Her mother was an uncon- 
scious psychologist. No one could 
be altogether ruthless in that 
Dresden china room; no one cruel 
to the little golden-haired shep- 
herdess who awaited them. 


Constance felt as an alien might 


feel stepping into a strange land. 
Mrs. Cabrillo. in egg-shell satin 
negligee foaming with lace. _ sat 
in a deep chair of coral pink, 
flanked on one side by Donna, on 
thR other by Don. 


They presented a picture com- 


plete, and she was an observer 
standing 
outside 
their 
gilded 


frame. She felt it keenly, but it 
aroused no antagonism, only a 
vaeue wistfulness. 
For a moment Mrs. Cabrillo's 


eyes rested hopefully on John. 
Constance knew what was in her 
mind. She was wanting John to 
say that Constance had consented 
to their marriage. 


To be continued 
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Put your -taster" in touch with 
Iron City Beer, if you want to 
know why so many discrimi 
ing beer-lovers are telling each 
other about its superb flavor 
At your very first sip, yOu'ii 
join m the chorus with the 
thousands who say: "Ah! 
That's REAL beer!" You 
can't buy a better beer at 
ANY price. Call for a case! 
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Distributed by: 


50 Penna. Ave., E. 


SAM SCHRAYBMAN 
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SESSION OF 1939 


No. 1 


A .101 N'T RESOLUTION 
, 


Proposing; an amendment to article nine, 


section eight, of U,e Constitution of the 
Commonwealth 
of 
Pennsylvania. 


The 
General Assembly of the Common- 


wealth of Vennsylvania hereby resolves as 
follows: 


article thereof :— 


That 
article nine, section eight, of the 


Constitution 
of 
Pennsylvania 
is 
hereby 


amended to read as follows:— 


Section 8 


ough, 
munic 
as J) 


The 
d<-bt of any city, bor- 


townshi]., 
Kthoul 
district 
or 
other 


i'ciiKilily or incorporated district, except 


™ provided herein and in section '''teen of 
this article, shall never exceed seven (7 
per 


Hvi?r;iK<! assess 
value of 


C C I I t - U l l l 
H("" 
•• 
- 
, 
., riT-0 
the taxable realty ther-m for the nine jears 
i—i^ rs £, r s if" 
l 
any 


,tner fl»,n Philadelphia, shall never 
county, 
exceed ten (10) per 
ice annual assessed 
value 
. 
5 
- 
• 
the 
nine years 
mimed- 


entum upon the aver- 


of 
the 
taxable 


realty 
therein for 


iately preceding 
currcd 


debt is in- 


']• 
and the" debt 
of 
the 


Citv and Count;. 
exceed twelve 
(12) 
per mi 


v of Philadelphia shall never 


average annual 
:iKKeFM:d 


turn upon the 


of the tax- 


able realty thcr'-iii 


:tliately preceding 


red or increase 


for the nine years 1m- 
tbe time any debt 


wised; nor shall any county. 


centum upon surf, avcr.u-e annual asncsi.c.1 
valuation of taxable realty for the nine ,m- 
rnediatelv pre^-dini? years without the con- 
sent 
o f ' t h e 
electors 
thereof 
at 
a 
public 


election in such manner as shall be provid- 
ed by lav 


In ascertaining the borrowing rapacity o( 


the Citv'a.id County of Philadelphia at any 
time 
iner- 
sliull 
be deducted 
from 
such 


debt' so much of the debt of said City and 
Countv as 
about "to he i 


c 
shall have been incurred or 
IB 


incurred and the proceeds there- 


of expended or about to be expended upon 
any public improvement or in the constnjc- 
tion, purchase or condemnation of any public 
utility or part thereof or facility therefor, to 
the extent that such public improvement or 
public utility or part thereof, whether sep- 
arately or in connection with any public im- 


•t thereof, 


YOUNGSTER KILLED 


Doylestown, Aug. 31—(/P)—A 


fall from the side of a truck killed 
Philip Cheselvine, 6, a ward of the 
Aid Society, yesterday on the farm 
of John C. McClelland, New Brit- 
ain, where he had been living. The 
driver continued en his way un- 
aware of the accident. 


Sunlight penetrates water only 


a few hundred feet, leaving the 
bulk of the ocean's 
depths in 


darkness. 


In 1939 United States fanners 


harvested 88,803,000 acres of corn. 


Answers To 
Cranium Crackers 


i. 


Questions on Page 4 
There are 10 men on a la- 


crosse team. 


2. There are four players on a 


polo team. 


3. 
There are nine men In a 


racing shell—eignt oarsmen and a 
coxswain. 


4. There are 11 men on a soccer 


team. 


5. A cricket team is comprised 


of 11 men. 


provement or public utility or pan. - - - - - - 
may yield or rnny reasonably be expected to 
yield revenue in excess of operating expensed 
sufficient to 
p.'iy the interest and sinning 


fund charges thereon. 


The method of dUtnnining auch amount, 


so to be deducted mny be prescribed by tne 
Gen"ral A-.sc-mblv. 


In incurring indebtedness for any purpose, 


the City and 
County of Philadelphia may 


issue its obligations, innturing not later .nan 
fifty 
(f>0; 
years 
from 
date therr-o;. wiji 


provisions for a sinking fund 
sufficient 
to 


retire said obligations at maturity, the paj- 
ment to such sinking fund to be in equal 
or graded annual or other periodical instal- 
ments. Where any indebtedness shall be or 
shall have been incurred by said t ity ana 


of said period of one year after the com- 
pletion of said work. 


A true coiiv of Joint Resolution No. I. 


"SOPHIA M. H. O'HAKA, 


Secretary of the Commonwealth. 


No. Z 


A JOINT RESOLUTION 


Proposing an amendment to 
article nine, 


section eight, of the Constitution of the 
Commonwealth of Pennsylvania. 


The General Assembly of the Common- 


wealth of Pennsylvania hereby resolves an 
follows: 


Section 1. The following amendment to 


the Constitution of the 
Commonwealth of 


Pennsylvania be, and the 
name in hereby, 


proponed, in acconhuice with the eighteenth 
article thereof:— 


Article nine, section eight, of. the Con- 


stitution of Pennsylvania in hereby amend- 
ed to read aa follows:—- 


Section 8. The debt of any city, borough, 


township, school district or other munici- 
pality 
or 
incorporated 
district, except 
an 


provided herein and In section fifteen of this 
article, shell never exceed never! (7) per cen- 
tum u|xm the average assessed value of the 
taxable realty therein for the ten years im- 
mediately preceding the time any debt 
IB 


incurred or increased; and the debt of any 
county, other than Philadelphia, shall never 
exceed seven (7J per centum upon the aver- 
age annual assessed value o( the taxable 
really therein for the ten years immediately 
preceding the time any debt is incurred or 
increased; and the debt of the City and 
County of Philadlphia shall never exceed ten 
(10; 
per centum upon the average annua. 


assessed value of the taxable realty therein 
for t!i<: ten years immediately preceding tht 
time any debt is incurred or increased; nor 
shall any county, city, borough, township 
school district or other municipality or in 
corporatcd district incur any new debt or 
iricre.'iKe its indebtedness to an amount ex 
ceeding two (2) per centum upon nuch aver 
age 
annual assessed valuation of taxabl 


realty 
for the ten 
immediately preceding 


years without the consent of the electors 
thrcof at a public election in such manner 
as shrill be provided by law. 


In ascertaining the borrowing capacity o 


the City arid County of Philadelphia at any 
time, there shall be deducted from 
sucl 


debt so much of the debt of said City am 
County as Khali have been incurred or i 
about to he incurred and the proceeds there 
of expended or about to be expended upon 
any putilir; improvement or in the construct 
ion 
purchase or condemnation of any publi 


utility or part thereof or facility 
therefor 


to the extent that such public improveme; 
or public utility or part thereof, whethe 
separately or in connection with any publi 
improvement or public utility or part there 
of, may yield or may reasonably be expect 
ed to yield revenue in excess of operating 
expenses sufficient to pay the interest an ' 
sinl'.ing fund charges thereon. 


The method of determining such amoun 


so to be deducted may be prescribed by th 
General Assembly. 


•reuse itH Indebtedness to the extent of three 
.'3) per centum over and beyond any limita- 
icin fixed herein, toward the sole purpi»e of 
onstructing 
or 
completing 
sewage: trcat- 


nc-nt \vorl<f. 


A true copy of Joint Resolution No. 2. 


SOPHIA M. It. O'HAUA, 


Secretary of the Commonwealth. 


No. K. 


A JOINT RESOLUTION 


Proposing an 
amendment to section one, 


article nine, of the Constitution of the 
Commonwealth 
of Pennsylvania. 


The General Aiiaemhly of the Common- 


vealth of 
Pennsylvania hereby resolves aa 


'ollows: 


Section 1. The following amendment to 


the Constitution of the Commonwealth of 
Pennsylvania in hereby proposed, in accord- 
mce with the eighteenth article thereof:— 


That section one, article nine, of the Con- 


stitution of Pennsylvania is hereby amend- 
ed to read aa follows:— 


Section 1.' Except as hereinafter specific- 


ally provided, all , taxes shall be uniform 
upon the name class of subjects within the 
territorial 
limits of the 
Authority 
levying 


the tax, and shall be levied and 
collected 


under general laws; but the General As- 
sembly may, by general laws, exempt from 
taxation 
public 
property 
used 
for 
publio 


purposes, actmil places of religions worship, 
places of burial not used or held lor private 
or corporate 
profit, institutions of purely 


public charity and real and personal prop- 
erty 
owned, occupied, 
and 
used by 
any 


branch, post or camp of honorably discharg- 
ed soldiers, sailors, and marines. 


Income inheritance and estate taxes shall 


be levied and collected under general laws, 
but such laws may grant exemptions and 
may impose graded or graduated rates; but 
no intangible personal property shall be sub- 
ject to any other Rtiitc or local tax cither 
on Income or capital 
values during 
any 


time that the income therefrom 
is taxed 


under any law imposing an income tax on 
individuals, 


A true copv of Joint Resolution No. 8. 


SOPHIA M. R. O'HARA, 


Secretary of the Commonwealth. 


wnicn income or re^en.n: •= •." ••- 
bv said Citv and County or for the reclam- 
ation of land 'to be used in the construction 
of wharves or dorks owned or to be owneu 
bv said City and County, such obligations 
may be in an amount sufficient to provide 
for and may include the amount OT the in- 
terest and " sinking 
fund 
charge? 
accruing? 


and which mny accrue thereon throughout 
the period of construction and until the ex- 
piration of one year after the compMion o: 
work for wbi(h said indebtedness snal. ha>c 
been incurred but not in excess of five years 
from the time of the incurring of such in- 
debtedness 
and said City and County shall 


not be required to levy a fax to pay said_ in- 
e requ 


terest and sinking fund charges ns r«-uimt 
by section ten, ariitfn nine, of the Consti- 
tution of rennsylvaV a until the expiration 


In incurring indebtedness for any purpose, 


the City and County of Philadelphia may 
issue its obligations, maturing not later than 
fifty (50) years from the date thereof, with 
provisions for a sinking fund sufficient to re- 
tire said obligations at maturity, the pay- 
ment, to such sinking fund to be in equal 
or graded annual or other periodical install- 
ments. Wh-re any indebtedness shall be or 
shall have been incurred by said City and 
County of Philadelphia for the purpose of 
the construction or improvement of public 
works or utilities of 
any character 
from 


which income or revenue is to he derived by 
said City and County or for the reclamaiion | two years, a county, municipal', or school 


No. 4. 


A JOINT RESOLUTION 


Proposing an 
amendment to 
section one, 


article tight, of the Constitution of the 
Commonwealth of Pennsylvania. 


The 
General Assembly of the 
Common- 


wealth of Pennsylvania hereby resolves as 
follows: 


Section 1. The following amendment to 


the Constitution of the Commonwealth of 
Pennsylvania He, and the same is hereby, 
proposed, in accordance with the eighteenth 
article thereof:— 


Section one of article eight is hereby 


amended to read aa follows:— 


Section ]. 
Kvery citizen, twenty-one years 


of age, possessing the following 
qualifica- 


tions, shall be entitled to vole at all elect- 
ion^ subject, however, to such laws requir- 
ing and regulating the registration of doct- 
ors aa the Genera! Assembly may enact. 


1. He or she shall have been a citizen 


of the United States at least one month. 


2. He or she shall have resided in the 


State one year (or, having previously been 
a qunlifid elector or native born citizen ol 
the State, he or she shall have removed 
therefrom 
and returned, then six months) 


immediately preceding the election. 


3. He or she shall have resided in the 


election district, where he or she shall offer 
to vote, at least two months immediately 
preceding the election. 


4. If twenty-two years of age and up- 


wards, he or she shall have paid, within 


of land to be used in the construction 01 
wharves or docks owned or to be owned by 
said City and County, such obligations may 
be in a amount sufficient to provide for and 
may include the amount of the interest and 
sinking 
fund 
charges accruing and which 


may accrue thereon throughout 
the period 


of construction and until the expiration of 
one year after the completion of work for 
which said indebtedness shall have been in- 
curred but not in excess of five years from 
the time of the incurring of such indebted- 
ness, and said City arid County shall not 
be required to levy a tax to pay said inter- 
est and sinking fund charges as required by 
section ten. article nine, of the Constitu- 
tion of Pennsylvania until the expiration of 
said period of one year after the completion 
of said work: Provided, however. That any 
city, 
county, borough, 
township 
or other 


municipality or incorporated 
district 
may, 


with the consent ot the electors thereof, in- 


tax which shall have been asses^ccl at least 
two months and paid at least one month 
before the election. 


A true copv of Joint Resolution. No. 4. 


SOPHIA jr. R. O'HARA, 


Secretary of the Commonwealth. 


Aug. 
3. Sept. 3. Oct. T-3t. 


WATCH AND CLOCK 


REPAIK SHOP 


E. W. HOOVER 
420 Penna. Ave., W. 
Any Mainspring §1.00 


Open Evenings 


W A R R E N , P A '. 
T I M E S - M I R R O R , 
T U E S D A Y , 
S E P T E M B E R 
3 , 
1 9 4 0 
F I V E 


Larg e Cro wd Attends Elev enth Old 
Ho me Day Celebratio n at Scandia 


A crowd estim ated at approxi­ 
m ately 400 persons attended the 
eleventh annual Old Home 
Day 
a t Scandia, Elk township, on Labor 
Day despite threatening weather. 
States represented at the gather­ 
ing included New York, Ohio, Mas­ 
sachusetts, Connecticut, W est Vir­ 
ginia and Pennsylvania. 
A t 10:45 a. m. the church bell 
summoned the group to the “Little 
W hite Church” where 
an 
inter­ 
esting program was 
held. After 
the singing of America, 
a short 
message was brougiit by.the Rev. 
E, H. Jones, pastor of the Clar­ 
endon Methodist church, who bas­ 
ed his talk on the second chapter 
of Ephesians, closing with a short 
prayer. 
Minutes of the 
1939 
meeting 
were read and approved and the 
report of the treasurer 
accepted. 
Officers were then elected for the 
ensuing year, as follows: President, 
Rev. Paul Young; vice president, 
Adeline Hagberg; secretary, Mer­ 
rill Palnier; treasurer, Mr.^. Law­ 
rence Peterson. 
An 
offering 
of 
$34.60 was received. 
A solo, “W hispering Hope,” was 
sung by E verett Hagberg, accom­ 
panied by Jeannette Hagberg. As 
the day also marked the funeral of 
Mrs. Frang Hagberg a t Youngs­ 
town, Ohio, a prayer was offered 
by David Lndberg in memory of 
this highly respected 
lady 
who 
for many years resided at Scan­ 
dia. This w a s followed by a duet 
by Mrs. Godfrey Carlson and Miss 
A strid Swanson, accompanied by 
Ethel Olson, all of Jamestown. 
Everett Hagberg spoke of the 
large number of form er Scandia 


boys in the professional world and 
called upon Carl William Hagberg, 
now a prominent Cleveland atto r­ 
ney. Mr. H agberg’s talk was of 
a humorous nature, relating many 
amusing incidents of 30 years ago. 
Mr. Franklin, a resident of 55 
years ago, spoke of 
the 
serious 
•side of the form er residents and 
! their devotion to 
their 
religious 
duties. Following talks 
by 
Mrs. 
Oscar Anderson, a teacher of 34 
years ago, and John Schuler, a 


i form er township boy, the audience 
was again favored with a duet by 
Mrs. Carlson and Miss Swanson, 
with Miss Olson a t the piano. 
The next speaker was the Rev. 
J. W ademar Harald, now superin­ 
tendent of the Scandinavian Sail­ 
ors’ Home Mission, 
of 
Charles­ 
town, Mass. He told of his com­ 
ing to Scandia in 1905 during one 
of the hardest rainstorm s of the 
season, rem aining for several years 
as pastor. He related many inter­ 
esting incidents, among which was 
the transporting of a piano from 
W arren with a team and wagon 
for a special service and returning 
it the same 
way 
the 
following 
day. 
Rev. Harald spoke of the many 
memories, some pleasant, 
others 
not so pleasant. He spoke of the 
pioneer residents, their hardships 
and religious devotion. He based 
a part of his talk on the fourth 
chapter of Luke, charging those 
present to give their best to the 
higher things of life and remind­ 
ing them that the best door they 
can go through in this life is the 
door of the church -then the door 
to Christ and the Cross. His talk 


was m ost Interesting and greatly 
appreciated. 
This was followed 
by 
a song, 
“The Little White Church at the 
Cross Roads,” a parody 
on 
the 
“Church in the Wildwood,” w rit­ 
ten by Miss Jeannette 
Hagberg 
and sung by Everett, Donald and 
Robert Hagberg, 
Axel 
Nasman, 
Frederick Jury and Philip John­ 
son. Following the Swedish song, 
“Bom a Odin,“ the benediction was 
pronounced by Rev. Harald, who 
also brought greetings from the 
Hagberg family and David Lind- 
strom, of Youngstown, Ohio. 
The service at the church was 
followed by 
a 
bountiful 
dinner 
serv'ed at the Grange Hall under 
the auspices of the Ladies Aid. A 
bazaar was held by the P. T. A. 
in the school building, with Mrs. 
Mabel Gardner in charge of the 
articles.. 
An interesting sports program 
was held with prizes being aw ard­ 
ed as follows: Boys’ 50-yard race, 
8 to 12, Frederick Hagberg; girls’ 
50-yard race, 8 to 12, Ruth Mack; 
boys 12 to 16, Gordon Olson; old­ 
er boys’ 100-yarn 
race, 
Robert 
Hagberg; 
tug-of-w ar 
between 
single men and m arried men won 
by married men; men’s nail driv­ 
ing contest, Charles Anderson, of 
Robbin Hill; women’s nail driving 
contest, Lorraine Erickson. A ball 
game between the Scandia team 
and a Bradford team was won by 
the form er. 
Many compliments on the suc­ 
cess of the occasion were tender­ 
ed the officers and committees in 
charge. Officers 
who 
arranged 
this year’s reunion included 
the 
following: President, Harry Chin- 
berg; vice president, Everett H ag­ 
berg; secretary, Alice 
Swanson; 
treasurer, 
M artha 
Peterson; 
sports committee, Philip Johnson 
and Robert Hagberg. 


E verybody re a d s the T lm es-M lrror. 


ï ï i E m 
o R i j O F T H E i t i o o n 


mÊmmÊÊÊmmmmmmmrn m by 


YES TERDAY: Co n sta n ce a sks 
Jo h n Ra skth o rn e to a rra n g e 
a 
lo a n o f $50,000. 


Business and 
Industry 


RIGHT HEATING 
IN HOME HEANS 
MORE ECONOMY 


BUSINESS BRIEFS 
Concerning 
Profei>sional 
and 
Business Men and the Products 
and Services They Offer 


Have you given consideration to 
your heating problem for the com- 
<ing fall and winter, the Hoagvall 
Hardware, 213 Penna. Ave., E., in­ 
quires ? 
Those chilly September days are 
here and it behooves you to look 
after the furnace now, whether 
you w ant the old one cleaned and 
repaired or a new one installed. 
You can spend a fortune on the 
furnishings and decorations—but 
neither 
your 
fanjily 
nor 
your 
guests will get much pleasure out 
of them if the rooms are chilly and 
drafty, or if these drafts endanger 
their health. 
Entertaining friends, 
listening to 
the 
radio, 
playing 
games, reading—they’re all part 
of the pleasures of home only when 
it is comfortably 
warm. 
Good 
heating lets you enjoy the real 
spirit of true family life. 
There is one other very practical 
point that should not be overlook­ 
ed. 
An investment*in good heat­ 
ing pays cash dividends later in 
lower heating costs, lower upkeep 
and 
better 
health. 
And 
good 
heating doesn’t mean 
expensive 
heating—but proper heating, pro­ 
perly sized and properly installed. 


Autobody Repair Co. 


Bo dy and Fender Specialist« 


Penna. Ave., E., cor. Park St. 
Phone 159 


I f you have any roofing prob­ 
lems, don’t delay having them a t­ 
tended to now before cold w eath­ 
er .sets in. Phone 1977 and Claude 
R. King, 615 W ater street, con­ 
tractor in roofing, 
.sheet 
metal 
work and asphalt tile flooring, will 
gladly give you 
f r e e ‘estimates. 


Be sure you look right a t all 
times. 
Take 
those 
clothes 
to 
.Tames Mortenson, tailor 
a t 
225 
Penna. Ave., W., and have them 
hand pressed. 
No machinery 
is 
used by Mr. Morteson in his work. 


Chido’s 
Economy paint store, 
230 Penna. Ave., W. offers excep­ 
tional values in pian" and wall pa­ 
per now. 
And this is the season 
of the year to make those 
om- 
provements 
on 
that 
house 
of 
yours. 


CARS REBUILT 
LIKE NEW NOW 
BY FIRM HERE 


The type of equipment and its 
costs depend entirely on the kind 
of home and how much you can 
afford to spend. 
Whether you can 
afford to spend a lot or just a lit­ 
tle, you can depend on the Hoag­ 
vall Hardware to give you .some­ 
thing in the budget range that 
will give you the best kind of heat­ 
ing you can buy for the money. 
B etter Phone 24 right now and 
let them come to your home and 
go over your heating and also your 
plumbing problems. 
Furnace re­ 
pairs can be made on your old 
equipment if you desire to retain 
it. 
But have it checked now before 
cold weather comes. 


White House Inn 


TIME NOW TO REPAIR AND 
CI.EAN THAT FURNACE 
♦Call TTs* 


WARREN SHEET 
METAL SHOP 
12 Clark St. 
Phone 1811 


The place to 
DINE, W INE and DANCE 
Always a Gay Spot 


James Mortenson 
TAILOR 
I v ie s ’ and Gents’ Tailo ring 
No machinery used with 
pressing 
225 Penna. Ave., W. 


GOOD rLUMBING 
IMPROVES A HOME IN 
Beauty, Comfort; and Service­ 
ability 


This is the home of 
GOOD PLTTMBING 


HOAGVALL HARDWARE 
213 Penna. Ave., E. 
Phone 24 


Certainly it’s tough to have an 
auto accident and when you sur­ 
vey the wrecked car you wonder 
whether it can ever be made to 
look new again. 
Not so many years ago it was 
doubtful just how good the machine 
would look even after being re­ 
paired, but with skilled hands and 
modem machinery such as is of­ 
fered by the Autobody Repair Co.. 
body and fender specialists 
at 
Penna. Ave., E., corner of 
Park 
street, you need no longer fear the 
outcome. 
The chances are your car will 
come out of this shop looking as 
good as the day you got it, or at 
least as nice as before you had 
your accident. 
Phone 159 if you are unable to 
move the car, and the Autobody 
Repair Co. will send out a 
tow 
truck to pull you in. 
But perhaps you simply have 
some damaged fenders or a little 
kink in the body you’d like re­ 
moved and painted just to make 
your car look presentable on the 
streets. 
No one likes to drive a 
car that looks like it had 
been 
through a war. 
And it does cost 
so little to have expert workm an­ 
ship done on it a t the Autobody 
Repair Co. 
Then, too, you may w ant the 
entire car painted. 
It’s a good 
idea to preserve it now that win­ 
ter snows, ice and cold rains will 
be falling on it for a number of 
months. 
The finest of paints and enamels 
are used at the Autobody Repair 
Co. and you’ll be amazed to dis­ 
cover your car looks like a 1940 
model once it has been painted in 
these shops. 
But don’t put it off—take the 
machine to Penna. Ave., E., corner 
of Park street right now. 


YOU CANT LOSE by reading 
the classified ads every day 


P a in t................ $1 .3 9 g al. 
Wall Paper........ 3 c ro ll up 
CHIDO’S ECONOMY 
PAINT STORE 
230 Penna. Ave., W. 
Phone 1124 


TEXAS LUNCH 
214 Penna. Ave., W. Phone 429 


Quality, Cleanliness and Service 
Is Our Motto 
WIennies and Hamburgers 
Our Specialty 


NELS VALENTINE 
& SONS 
DISPOSAL SERVICE 
Collectnig and disposing of 
garbage and rnbbage 
126 Penna. Ave., W., Phone 1063 


rv iAGINE! 
A New <iiiarant« ed 
DUNLOP TIRE 
For as little as 30 cents a week 


Dunlo p Tire & Rubber Co rp. 
315 Penna. Ave., W. 


WETHERILL’S ATLAS PAINTS 
Impro v e and Enhance the Value o f Yo ur Ho me 
SENECA LUMBER & SUPPLY CO. 
PAINTS - VARNISHES - ENAMELS - L IM B E R - HARDWARE 
422 Crescent Park 
Phone 1728 


Keep a KODAK handy 
for your 
VACATION STORIES 
Play safe, make sure you save 
this sununer’s highlights in in­ 
teresting pictures. 
You’ll find 
a wide assortm ent of Kodaks 
here at prices from $3.95 
• 
DEVELOPING 
PRINTING 
ENLARGING 
• 
Free enlargement with every 
film 
developed 
and 
printed 
Bairsto w Studio 
Liberty St. 


Chapter 16 


B acked T o W in 


“T OOK!'* 
Constance 
drew 
a 
^ tro ug h map 
of 
the 
ranch. 
“This section would be of value 
to a real estate investor; this a 
total loss. And the man who saw 
the place as a ranch wouldn’t be 
interested in cutting the extra 
land into a vacation tra c t The 
natives have no use for sum m er 
people.” 
Raskthorne stood up, walked to 
the window, then back to his 
desk and shook his head. “Con­ 
stance. no one would lend you 
money to carry on such a venture, 
with no security but your word. 
You’re not even full owner.” 
Constance gathered her purse 
and gloves together. “I know it 
seems a wild scheme, John, but I 
believe in it. I came to you first 
because I thought you knew more 
about the value of El Cabrillo 
than another would. However. I 
still have an ace up my sleeve, 
so goodby, and thank you for 
giving me so much time—” 
"Chita!” John stopped her be­ 
fore she reached the door. “Listen, 
dear, what makes you think you. 
a tw enty-four-year-old girl, can 
run a dairy farm? I doubt if you 
could tell a Brahmin from a Hol­ 
stein.” 
Constance gave him a gamin 
grin. “If a Brahmin can produce 
as much milk as a Holstein, I’ll 
buy a herd of them.” 
“A Brahm in,” pronounced John 
eruditely, “is the camel of the 
beef family: a bison-headed steer 
with a hump on his back.” 
“Imagine you knowing that,” 
breathed Constance in mock awe. 
and started again for the door. 
“Chita,” he was holding her by 
the arm s now. “dear, give up the 
ranch. Marry me, today, tomor­ 
row . . . next week. I’ll take care 
of the fam ily—” 
Constance jerked away, cheeks 
scarlet. “The Chargq-it Cabrillo.s,” 
she said bitterly. “Only then they 
would be charging it to my hus­ 
band. No, John! And I won’t 
m arry you or any other man until 
we Cabrillos can stand on our 
own.” 
“So th a fs it!” 
At the tender trium ph in his 
voice, Constance looked back. 
“Come back and sit down. 
John seemed jubilant over some­ 
thing. “Come on, 
here in this 
chair, close to mine. Cpnstance 
. . . I’m going to back you. I am 
going to lend you the fifty thou­ 
sand . . . I’m going to bargain with 
you. If you will give me your 
' word, and a w ritten promise to 
one or two provisos, I’ll back you 
to win.” 
So .sudden wa.« ! the change In 
John Raskthorne’s manner, that 
Constance found herself seated 
before she fully realized what had 
occurred. 
Still bitter over his light ac­ 
ceptance of her family as an obli­ 
gation 
attendant 
upon 
anyone 
m arrying her, and piqued at his 
assumption that she would fail 
with El Cabrillo because she was 
a girl, and a young one. she 
waited. 
And as she waited her re.^ent- 
ment faded. This John was new to 
her. She’d never before seen him 
against his business background. 
For a moment she let fancy pic­ 
ture her as his wife, coming up. 
perhaps to meet him for lun.ch- 
eon; her pride in this man with 
the silver band about his head 
which matched his 
bus i n e s s 
tweeds of silver gray: almost, she 
might say, matched his eyes of 
gray with their silver toning. 
“Constance, tell me how you 
arrived at the figure of fifty thou­ 
sand?” 
She was ready. She drew a 
typewritten sheet from her bag. 
“The Taylors planned to borrow 
twenty thousand. They believed it 
would take three years to restock 
the ranch and start it running at 
a profit. I would have to hire an 
expert dairyman. I found, through 
IMrs. MacKelvey. that there was 
one available at four thousand a 
year—” 
“Your dairym en come high,” 
interposed Raskthorne. 
Personal Loan 
A 
n d now Constance could give 
John a superior smile. “Do 
you realize this man must know 
not only how to buy dairy stock, 
but how to buy feed; which food 
combination is right for what 
breed? And he must know how to 
till and plant and harvest the 
acres so that all the food need not 
be purchased? And he must know 
how to rebuild stables, install 
machinery, handle men, control 
the 
marketing, 
maintain 
ac­ 
counts—” 
“W ait a m inute,” begged John, 
laughing 
at 
his 
defeat. 
“Four 
thousand isn’t too much for such 
a superman. You are counting on 
paying him out of the loan for 
three years, that is twelve thou­ 
sand dollars. Say it would take 
twenty thousand to convert the 
ranch into a dairy farm, you still 
have twelve thousand—” 
“Oh no, the family have been 
receiving nearly that much from 
the ranch, and I must figure on 
paying Peter Taylor’s salary if he 
decides to stay on. I can’t fire 
him you know.” 
Raskthorne nodded. “Conchita. 
with your brains and my money, 
we can’t lose. Now, I’ll be frank 
with you. After I listened to you 
last night, I decided to talk to 
Judge Franck. Reached him by 
telephone this 
m o r n i n g and 


pledged him to secrecy. I had an 
idea you would talk me into this 
and I’m not a man to throw 
money away to satisfy the whim 
of even the woman I love. 
“He believes in you. He feels 
you can make a success of the 
ranch if you will take the advice 
of experienced people.” 
“But John,” Constance’s eyes 
were bright with tears of joy, 
“don’t you see, dear, that is what 
I am planning to do. I know my 
limitations, but I think I’m sm art 
enouRh to hire men who have 
none.” 
John nodded at her soberly. 
“And you will help me with 
the bank?” she asked eagerly. 
“No. Give me a month and I’ll 
make this a personal loan.” 
C o n s t a n c e jumped up and 
stared at him. doubt in her eyes. 
"I’d rather not have personal 
loans . . . John, why are you do­ 
ing that?” 
Raskthorne 
was 
beside 
her. 
Bocau.se I love you, Conchita. 
And because I’m beginning to un­ 
derstand you and admire you 
even more than I did before. 
“But mostly because I know 1 
have a rival and I’m going to fight 
for you, against him, in my own 
way—” 
“A . . . a rival?” faltered Con­ 
stance. 
“El Cabrillo. You’ve made the 
ranch an entity, given it a body 
and a soul. 
“To me it’s as though it were 
another man, a profligate rascal, 
romantic, inconsistent, a veritable 
Don Juan. 
“I can’t win you until you’ve 
found it out for what it is; until 
you’ve seen for yourself that it 
has a treacherous heart.” 
Constance listened, half fright­ 
ened 
because 
his 
words were 
translated in her heart. John was 
not 
speaking 
of 
El 
Cabrillo 
rancho, he was speaking of Ped­ 
ro, describing him: Pedro the in­ 
consistent. romantic Don Juan. 
'Girl In I<ove’ 
“ y O U ’RE like a young girl in 
^ love for the first time,” John 
went on, “no one can tell you 
you’re wasting your love, you’re 
going to have to learn that your­ 
self.” 
“But John?” she smiled up at 
him, wondering if he knew why 
her cheeks were suddenly flushed, 
wondering if she could hear the 
thick beat of her heart. “Sup­ 
pose, while I was wasting my 
love, I . . . I m arried the rascal: 
lost the investm ent” 
“That is whore the Jo ker comes 
in,” John answered smoothly. “I 
don’t intend running any risks. 
I’m going to protect you from 
yourself. 
“Here is my proposition.” 
They sat dowm and Constance 
remembered another conference. 
Here again she was facing a 
shrewd man, only this man’s eyes 
were suddenly iced with a hard, 
silver sheen. 
“Upon receipt of the loan, you 
will agree, in writing, tha t if you 
have not shown a small margin of 
profit the last year, you will re­ 
turn here to place the property 
in my hands for sale, your legal 
consent included. 
“And you will agree to m arry 
no man. other than John Ra.sk- 
thorne, until the fifty thousand 
has been repaid with interest 
M arriage to any other will give 
me the right to call in the loan 
without notice.” 
Constance thought for a mo­ 
m ent then thrust out her hands, 
eyes starry. 
“T hat’s easy,” she assured him. 
It was. She had no intention of 
m arrying any man but John. And. 
if she failed with the ranch, as 
.she had no intention of failing, 
there was no one whom she could 
trust to handle it to a better ad­ 
vantage than Raskthorne. 
John gripped her hand, then 
bent down for a quick kiss. “Now 
we’re going home to break the 
news to the family.” 
“Oh.” moaned Constance. Of 
course they had to be faced, only 
—“John, you don’t have to shoul­ 
der tha t” she protested. 
“I’m just getting into practice,” 
he told her grimly, “I sent word 
for them to be ready for us at five 
o’clock.” 
Con.stance found nothing heart­ 
ening in the first swirl of the sea­ 
son’s snow which met them at the 
door of the building. All of the 
buoyancy she had felt in winninr? 
John over to her support, fled; all 
of her indignation at the fam ily’s 
extravagance, melted, 
She_ allowed John to hold her 
arm tightly, even leaned on him 
a little as they made their way to 
the cab he had called. 
Lamson’s face was dour when 
he opened the door to them. Mrs. 
Cabrillo v/ould see them in the 
■p etite sa lo n . 
Constance swallowed with diffi­ 
culty. Her mother was an uncon­ 
scious psychologist. No one could 
be altogether ruthless in 
that 
Dresden china room: no one cruel 
to the little golden-haired shep­ 
herdess who awaited them. 
Constance felt as an alien might 
feel stepping into a strange land. 
Mrs. Cabrillo. in egg-shell satin 
negligee foaming with lace, sat 
in a deep chair of coral pink, 
flanked on one side by Donna, on 
the other by Don. 
They presented a picture com­ 
plete. and she was an observer 
standing 
outside 
their 
gilded 
frame. She felt it keenly, but it 
aroused no antagonism, only a 
vaeue wistfulness. 
For a moment Mrs. Cabrillo’s 
eyes rested hopefully on John. 
Constance knev/ what was in her 
mind. She was wanting John to 
say that Constance had consented 
to their marriage. 
To be contlnned 


YOUNGSTER KILLED 
Doylestown, Aug. 31— (ii*)—A 
fall from the side of a truck killed 
Philip Cheselvine, 6, a ward of the 
Aid Society, yesterday on the farm 
of John C. McClelland, New Brit­ 
ain, where he had been living. The 
driver continued on his way un­ 
aw are of the accident. 


Sunlight penetrates w ater only 
a few hundred feet, leaving the 
bulk 
of 
the ocean’s 
depths in 
darkness. 


In 1939 United States farm ers 
harvested 88,803,000 acres of com. 


O Answers To 
Cranium Crackers 


Questions on Page 4 
1. 
There are 10 men on a la­ 
crosse team . 
2. 
There are four players on a 
polo team. 
3. 
There are nine men in a 
racing shell—eignt oarsmen and a 
coxswain. 
4. There are 11 men on a soccer 
team. 
5. 
A cricket team is comprised 
of 11 men. 


ir o n city 
^ i 
l 
i 
e n e t 
LEADS IN 
q u a l i t y ' ' 


kno w why s„ many « liscriminat- 
ing btcr-lo v crs are telli ng each 
o ther abo ut its sup erb fla vo r. 
At y o ur v ery first sip, y o u’ll 
jo m ,n the cho rus with the 
tno usands who say : “ Ah^ 
That’s REAL beer!” Yo u 


A NY price. CalUo r a ease! 
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SESSION OF 1« 39 


No. 1 
A .KtINT UKSOLUTION 
ProposiiiK .-ih ;u,i.nilnicnt, f<. arti.l« * 
K.rtii.i. ciKtit, o f th(! CoiiHtitutioii ot UlC 
Coinrnoiiwialtli <>f 
IViiiiRylvanm. 
The (icncral AHS<'inlily of tlu; Ooiiinioii- 
wculth of 
|-i'iuiMlv.-iril:i hereby rrnolvcs an 
follows; 
Sfclion 1. 'I'hi' followiiiR iirncndmpiit to 
th« (.'olistiliitioli cf the ........... 
of 
INiinmlvania be, un.l the Hiiine 
Jh hereby, 
propos.'M. In .iccor.iai.re with the eighteenlli 
article thenof; - 
Thiit iirtide nine, flection eiRht, <»f the 
Constitution 
of 
Pennsylvania 
is 
hereby 
aniende'l to rcii'l hk f<illowfi; 
• 
Section 
8. 'I lie d-bt of any city, tx» r- 
ou^h, 
ti>\vnnhi)i, 
Hchool 
ilislrict 
or 
other 
municipality or incorimrateil di.strict, cxci'pt 
as provided herein atid in Keel ion fifteen of 
this article, » hall never exceed « even (7) per 
centum upon I hr aveiane assessed value of 
the taxftble realty therein for the nine yearn 
immediately pre.cduiK th- time any debt in 
incurred or 
increaM 'd; and the debt of any 
countv, other than I’hiladeliihla, fihall never 
exceed ten (10) jier (■.•nium upon the aver­ 
age annual asM'S.sed value of tlu; taxable 
re.ilty therein for the 
u iu e year« Immed­ 
iately preceding the time any debt is in* 
currcd 
n r increased; and the debt of the 
City and (bounty of Philadeliihia shall never 
exceed twelve '(12) 
P«’'' centum UfKin the 
averaiie annual 
asKci<hed 
value of the tax­ 
able realty 
t hr n i n 
for the nine years Im­ 
mediately precedinK the time any debt Ik 
incum <1 or increased; nor 8hall any county, 
city 
borough, township, h( bool dintrict or 
other muni'iiiality or incuqiorated district 
incur any new debt or incream; its indebted­ 
ness t o ’an amount exceedinK 
ism (2) per 
centum uixm su( h av( ra« e annual assessed 
valuation of taxable realty for the nltic im­ 
mediately [irecedinK years without the (on- 
sent of ' the < le( torn thereof at a public 
election In such manner as shall be provid­ 
ed by luw. 
In asccrtainini? the borrowing capacity of 
the Citv and County of Philadelphia at any 
time, 
t he r e 
shall be deilucted 
from 
such 
debt so much of 
t he debt of said City anil 
County a.s nhall have been incurred or is 
about to be incurred and the proceeds there­ 
of expended or :ibout to he exi)ended upon 
any jiubllc improvement or in the construc­ 
tion, purchase or condemnation r^f any public 
utility or |>art thereof or facility therefor, to 
the extent that such publi'; Improvement or 
public utility or part thereof, whether sep­ 
arately or in connection with any public im­ 
provement or public utility or part thereof, 
may yield or may reasonably be expected to 
yleid revenue in excess of operating expense« 
sufficient to i>ay the interest and sinking 
fund charge*) thereon. 
The niethfKl of dtttnnininK Buch amotmt 
so to be deducted m« y be prescribed by the 
General Assembly. 
In incurring indebtedness for any pun>ose, 
the City and County of Philadelphia may 
issue its obligations, maturing not later than 
fifty 
(60) 
years from date thereof, with 
provisions for a sinking fund sufficient to 
retire said obligations at maturity, the pay­ 
ment to such sinking fund to be in equal 
or graded annual or othi;r periodical install­ 
ments. Where any indebtedness shall be or 
shall have been incurred by said City and 
County of Philadelphia for the purpose of 
the oonKtniction or improvement of public 
works or utilities of any character from 
which income or revenue is to be derived 
by said ■City and County or for the reclam­ 
ation of land to be used in the construction 
of wharves or docks owned or to be ow’ned 
by said City and County, such obligations 
may be in an amount sufficient to provide 
for and may include the amount of the in­ 
terest and sinking 
fund charges accruing 
.'ind which may accrue thereon throughout 
the period of construction and until the ex­ 
piration of one year after the completion of 
work for which said indebtedness shall have 
been incurred but not in excess of five years 
from the time of the incurring of .such in­ 
debtedness 
and » lid City and County shall 
not be required to levy a lax to pay said in­ 
terest and sinking fund charges .is required 
by section ten, arlic;'e nine, of the (Consti­ 
tution of -Pennsylva^ a until the expiration 


of saiil period of onf? year after the com 
plelion of Nuld work. 
A true <opv of .Joint Kemdulion N» . 1. 
HoPIliA M 
H. O'HAIU, 
Secrelary of the Commonwfiilth. 
No. 2 


A .lOINT llKS<» r,nTION 


ProiKising an amendment to article nine, 
section eighl, of the (’onstitution 
the 
Commonweiilth of PetinsylvanU. 


The (Jeneral Assembly 
o f the Common­ 
wealth of 1’ennnylvanla hereby resolvr« as 
toi lows : 


Se( tion 
1. The following amendment to 
the i ’onHtitution of the Commonwealth of 
I’ennnylvania be, and the hanie is hi^reby, 
{(ropohed, in accordiince with the eighteenth 
article thereof:— 


Article rdne, « ection eight, of the Con­ 
stitution of I’enimylvanla in hereby amend­ 
ed to read as foll« » ws:— 


Sedlon H. The debt of any dty, lK)rough, 
township, Hcluiol district or other munici­ 
pality or 
ini'orporatffl district, 
except 
hi 
provided herein and in « ectlcjn fifteen of thli) 
article, shell never exceed « even (7)percen - 
tu'ti u|» on thc! av(» ragc! assi-ssed value of the 
taxable realty tlierein for the ten year» im- 
niedi.itily prciceding the tinie any debt 1« 
incurred or increased ; and the- debt of any 
county, cdlier than Philadelphia, shall never 
exceed sc-vc-n (7; i>er ccntum upon the; aver- 
agii annual a^ses;H‘d value; of lh(! taxable 
ri-alty therein for tlie ten years immediately 
preceding the time any clebt is Incurred or 
Increuhed; and the clebt 
(>t the City and 
(Jounty of I’hiladlphia sluill never exceed ten 
(10) i<er centum upon the average annual 
a^ssesHed value of the taxable; realty therein 
for till: fen years immediately jirececllng the 
time- any debt Is incurred or increased; nor 
sluill any county, city, lK>rough, townshij» , 
schcnd distri(;t or other municipality or in­ 
corporai ed di.strict incur any new debt or 
increase its indebtc'dneiis to an amount ex­ 
ceeding two (2) per eeritum ujxm such aver­ 
age 
annuiil 
assessed 
valuation 
of 
taxable 
realty for thc 
ten 
immediately prec-eding 
years without the consent of the elector* 
threof at a pu)>lic election in such manner 
as shall be; provided by law. 
In ancert.alning the borrowing capacity 
of 
the City and (Jounty of Philadelphia at any 
time, there shall be cleclucted fnini 
such 
clebt so much of the debt of said City and 
(,'ounty as shall have been incurred or ia 
alxiut to be incurred and the proceeds there­ 
of expended or about to be expended upon 
any ¡luhlic improvement or in the construct- 
ion_ purchase or condemnation of any j)ublic 
utility or part thereof or facility therefor, 
to the extent that such public improvement 
or public utility or part thereof, whether 
separately or in connection with any public 
imi>roveniont or public utility or part there­ 
of, may yield or may reasonably be fxpect- 
ed to yield revenue in excess of operating 
expenses .sufficient to pay the interest and 
sinking futid charges thereon. 


The method of determining such amount 
so to be deducted may be prescribed by the 
General Assembly. 


In incurring indebtedness for any purpose, 
the City and County of Philadelphia may 
issue its obligations, maturing not later than 
fifty (50) years from the date thereof, with 
provislon.s for a sinking fund sufficient to re­ 
tire said obligations at maturity, the pay­ 
ment to such sinking fund to be in equal 
or graded annual or other pericKlical install­ 
ments. Wlwre any indebtedness shall be or 
shall have been incurred by said City and 
County of Philadelphia for the purpose of 
the construction or improvement of public 
woiks or utilities of any character from 
which income or revenue is to be derived by 
said City and County or for the reclamation 
of land to be used in the construction of 
wharves or docks owned or to be owned by 
said City ancj County, such obligations may 
be in a amount sufficient to provide for and 
may include the amount of the interest and 
sinking fund 
charges accruing and which 
may accrue thereon throughout the period 
of construction and until the expiration of 
one year after the completion of work for 
which saici indebtedness shall have been in­ 
curred but not in excess of five years from 
the time of the incurring of such indebted­ 
ness, and said City and County shall not 
be required to levy a tax to pay said inter­ 
est and sinking fund charges as required by 
section ten_ article nine, of the Constitu­ 
tion of Pennsylvania until the expiration of 
said periofl of one year after the completion 
of said work: Provided, however. That any 
city, 
county, 
borough, 
township or other 
municipality or incori>orated district may, 
with thfc consent of the electors thereof, in- 


iTea« !« IIh InilebtednenN to the extent of thren 
(H) jier centum over and beyond any limita­ 
tion fixed herc-in^ toward the sole |nii|'i# i'o{ 
const meting 
or 
comfdeting 
ni'Wagi' 
tieat- 
nic-nt workp. 
A trui‘ foj)y of .Joint Re,solution No. 2. 
KOI'lllA M, U. o ’IIA|{\, 
Secretary 
c,f the Commonwi alth. 
No. 3. 


A .FOINT ilKSoMJ'l'loN 


Propositig 
an amendment to « eetion 
one, 
article nine, of the <'onntltutioii tif the 
Commonwealth of 
Pi’nnsylvaniii. 


'rhe (ieneral Awsetnbly of the Common­ 
wealth of Penn.'iylvnnia hereby n::oIve8 a« 
fc)llows: 
Section 
1. The following amendment to 
the Constitution of the ( lommonsvealth of 
Pennsylvania is hereby proposed, in accord­ 
ance? with the eightii'nth article thiTeof:—— 
That section c)ne, article nine, of the Con« 
stftuticm of Pennsylvania is hereby amend­ 
ed to rend us follows: - 
.Sec tion 1. Kxc'ept a.s hereinafter Bpec’iflc* 
ally provided, nil , taxi'S shall be; unlfonn 
upon the Kinie class of subjects within the 
territorial 
limits of the- authority 
levying 
the tax, and shall be levic;d and collected 
tinder general laws; 
but the (¡eneral As* 
sembly may, by gc-neral laws, exempt from 
taxation 
public; 
property 
use-'l 
for 
pwblio 
purix'ses, actual place's of religiouH worship, 
places of burial not used or held for private 
or corjiorate profit, 
institutions of i>urely 
public c.'harity and real and [lerscmal (irop- 
erty 
owned, 
oc;cupled, 
and 
used 
by 
any 
branch, jKist or camp of honorably discharg­ 
ed Kolilier.i, sailors, and marine.s. 
Income inheritance and eatite taxes shall 
be levied and collected under general laws, 
but such laws may grant exe-inptlcirm and 
may imjKwe graded or graduated rute*s; but 
no intangible jiersonal property shall be sub­ 
ject to any other State 
i>r local tux either 
on 
Income or cajdtal values clurlng 
any 
time that the income therefrom is t.'uced 
unclcr any law Imposing an income tax on 
indivlrluals. 
A true copy of Joint Resolution No. 8. 
SOPHIA >f. R. 0-MARA, 
Secretary of the Commonwealth. 


No. 4. 


A JOINT UES0LÜTI0N 


Proposing 
an 
amendment 
to section one, 
article *ight, of the Constitution of the 
Commonwealth of Pennsylvania. 


The General Assembly of the Common­ 
wealth of Pennsylvania hereby résolves as 
follows; 
.Section 1. The following amendment to 
the Constitution of the Commonwealth of 
Pennsylvania be, and the same is hereby, 
prop<ised, in accordance with the eighteenth 
article thereof:— 
.Section one of article eight is hereby 
amended to read as follows:— 
.Section 1. Kvery citizen, twenty-one yearn 
of age, jiossessing the following qualifica­ 
tions, shall be entitled to vote at all elect- 
ions_ subject, however, to such laws requir­ 
ing and regulating the registration of elect­ 
ors aa the General A.‘<semhly may enact. 
1. He or she shall have been a citizen 
of the United States at least one month. 
2. He or she shall have resided in th« 
.State one year (or, having iireviously been 
a qualifid elector or native born citizen ol 
the St.ite, he or she shall have removed 
therefrom and returned, then six months) 
immediately preceding the election. 
3. He or she shall have resided in the 
election district, where he or she shall offer 
to vote, at least two months immediately 
preceding the election. 
4. If twenty-two years of age and up­ 
wards, he or she shall have paid, w'ithin 
two years, a county, municipal, or school 
tax which shall have been assessed at least 
two months and paid at least one month 
before the election. 
A true copy of Joint Resolution No. 4. 
SOPHIA M. R. O’HARA, 
Secretary of the Commonwealth. 
Aug. 3. Sept. 3. Oct. 7-3t. 


WATCH AND CLOCK 
REPAIR SHOP 


E. W. HOOVER 
420 Penna. Ave., VV. 
Any IViainspring $1.00 
Open Evenings 
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COMING SOON ! 
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At Home 


Avanelle McKeehanI First Lutheran Church Is Scene of Ceremony 
Sets Wedding Date! Uniting Harriet R. Lind-Alfred Laffenburger 


On Saturday afternoon 
from 


four until six o'clock, Mrs. Faye 
Gilliland and Miss Mary Dillon en- 
tertained a group of friends 
at 


the Y. W. C. A. activities build- 
ing.The affair was in the nature of 
a miscellaneous 
shower 
party 


which honored Miss Avanelle Mc- 
Keehan, who is to become the 
bride of Edward L. Shanley, 
of 


Tidioute, on Sunday, 
September 


22.Presiding at the table were Miss 
Clancy and Miss Anne Schwartz, 
of Meadville. 


A delightful afternoon was en- 


joyed and Miss MeKeehan 
was 


the recipient of many lovely gifts 
for her future home. 


Guests included 
the 
Misses 


Betty McKinney, Jane Dietsch, 
Gladys Anderson, Elinor 
Font, 


Julia Juliano, 
Elma 
Schwartz, 


Mary Rock, Jeanne Rossell, Hazel 
Baker, 
Margaret 
Gisselbrecht, 


Anne Critelli, Mrs. Maurice Stil- 
well, Mrs. Mark Gelotte, Mrs. Jos- 
eph Madden, Mrs. Gerald Johnson, 
Mrs. Albert Schwartz, Mrs. Bruno 
Sckipano, Mrs. Harry 
Sigworth, 


Mrs. Freeman Johnson and Mrs. 
Marie Clark Dillon. 


Social Events 


SETS TRY-OUTS FOR 
PUBLIC PRODUCTION 


OF PLAYERS' CLUB 


Baskets of gladioli and palms 


were used in artistic decorations in 
the First Lutheran church. Satur- 
day afternoon for the four o'clock 
wedding of Miss Harriet R. Land, 
daughter of Mr. and Mrs. Clarence 
Lind,- 305 Madison avenue, and Al- 
fred Lauffenburger, son of Mr. and 
Mrs. F. W. Lauffenburger, 12 Al- 
son street. 


Rev. Edward K. Rogers, pastor, 


performed 
the 
ceremony. 
The 


wedding music was provided by 
Mrs. Nicholas Andersen, organist, 
and Miss Ruth Satterlund, vocalist. 
In addition to the traditional wed- 
ding marches of Wagner and Men- 
delssohn, Mrs. Andersen played a 
15-minute recital and the accom- 
paniments for Miss Satterlund's 
two numbers, "Because" and "O 
Perfect Love". 


The bride, given in marriage by 


her father, chose a floor-length 
frock of White taffeta and a finger- 
tip veil. 
The white Bible which 


she 
carried had 
streamers of 


white satin 
ribbon and baby's 


breath. 


Her sister, Miss Mary 
Lind, 


was her only attendant. Her frock 
was of aqua taffeta, complement- 
ed by an aqua pleated tiara, and 
her arm bouquet was of pink rose- 
buds. 


The bride's mother was attired in 


a medium blue, with which she 
wore a corsage of Talisman roses 
and baby's breath. Mrs. Lauffen- 


burger wore navy and a corsage of 
Johanna Hill roses and baby's 
breath. 
Edward Lauffenburger was his 


brother's best man and ushers 
were Charles Flynn, of Bradford; 
Paul Schirck, Clifford Knowlton 
and Louis Lind, of Warren. 


Other guests included the fol- 


lowing from away: Mrs. Margaret 
McLallen and daughter, Joan, of 
Waterford. 


Thirty members of the family 


were invited for the reception, held 
at five o'clock at the Lind home. 
Centering the bride's table were 
pink roses and baby's breath, with 
white candles, and a three-tiered 
wedding cake. 


For a New York wedding trip, 


the bride wore a brown silk print, 
brown accessories and a Talisman 
rose corsage. Mr. and Mrs. Lauf- 
fenburger will return to Warren 
September 9. Since being graduat- 
ed" from the local high school in 
1937, Mrs. Lauffenburger has been 
employed by the New Process 
Company. Her husband, graduate 
of Warren High School in 1931 and 
of Hoff's Business College, has em- 
ployment with the Struthers Wells- 
Titusville Corporation. 


Following 
the 
announcement 


party and shower given by her 
sister-in-law and sister, Mrs. Louis 
Lind and Miss Mary Lind, the 
bride-elect was given shower par- 
ties by Miss Laura Platerote and 
Mrs. J. Edgar Petersen. 


NEW "JUMPAFORE" AND 


BLOUSE 


PATTERN 4534 


by ANNE ADAMS 


A collaboration of two smart fa- 


vorites—the jumper and the pina- 
fore—has resulted in a gay innova- 
tion 
for 
schooldays called the 


"jumpafore." It's an Anne Adams 
Pattern, 4534—as peppy and en- 
gaging as can be, yet so very sim- 
ple to make. 
No placket open- 


ing is necessary, as the back but- 
toning goes below the waistline. 
Crisp, wide ruffles that perk out 
all around the armhcles are op- 
tional. 
And 
don't forget 
the 
smart blouse has either long or 
short 
sleeves. 
Wouldn't 
plaid 


wool be a stunning fabric for this 
engaging pinafore? 
Start it as 


soon as possible. 


Pattern 4534 is available in 
girls' sizes 6, 8, 10, 12 and 14. 
Sibe 10, jumpafore, takes 1% yds. 
54 inch fabric; long-sleeved blouse, 
1% yards 39 inch fabric; 
and 


short-sleeved blouse, 1% yards 35 
inch fabric. 


Send FIFTEEN CENTS (15c) in 


coins for this Anne Adams pat- 
tern. Write plainly SIZE, NAME, 
ADDRESS and STYLE NUMBER. 


Three 
cheers for the ANNE 


ADAMS FALL AND WINTER 
PATTERN 
BOOK—just 
off the 
press. It's right in key with the 
American spirit of freedom and in- 
dividuality. 
There are vivacious 


youngster styles . . , wardrobes for 
career girl and collegiate . . . home- 
maker modes. You'll see tailored 
wear, stunning afternooners, and a 
"full-dress parade" for evening. A 
department is devoted to slimming 
frocks; another to lingerie and ac- 
cessories. Order your copy NOW! 
BOOK FIFTEEN CENTS. PAT- 
•TERN FIFTEEN CENTS. BOOK 
AND 
PATTERN 
TOGETHER 


TWENTY-FIVE CENTS. 


Send your order to Times-Mir- 


ror, Pattern Department, 243 West 
17th St., New York, N. Y. 


Mrs. Paul H. Coe announces 


today that try-outs for the first j j 


i fall production of the Warren 
| Players Club will be held at 
| five o'clock Wednesday after- 


j noon and eight o'clock Thurs- 


I day evening at the Woman's 


j Club auditorium. The offering 
| will be "Margin for Error" 


i by Clare Boothe and the dates 
| of production will be October 


I 10-11, witn Mrs. Coe coaching. 
I- 
4. 


HOLIDAY GUESTS 


Mr. and Mrs. David Holley, of 


Lakewood, O., were the weekend 
guests of William Moore, Fourth 
avenue. 


RETURN TO WARREN 


Mr. and Mrs. George Campbell, 


former Warren residents now in 
Washington, D. C., have arrived 
for a few days' visit with relatives 
and friends. 


ARBUTUS SOCIETY 


The Arbutus Missionary Society 


of the First Presbyterian church 
will meet in the church parlors at 
eight o'clock Wednesday evening 
and it is hoped there will be a 
large attendance. 


'LEAVE FOR HOME 


Mr. and Mrs. D. F. Cameron and 
on, Don, left Saturday morning 
:or their home in 
Los 
Angeles, 


Calif., following a visit with Mrs. 
Cameron's 
sister, 
Mrs. 
I. W. 


Hazen, 216 North Carver street. 


RETURN HOME 


Mr. and Mrs. E. G. McCurdy and 


daughter, Miss Margaret McCurdy, 
128 Frank street, have 
returned 


from Washington, 
D. 
C., where 


they spent their 
vacation 
with 


their son and brother, Arden Mc- 
Curdy and family. 


Marian E. Kinnear 
Is Bride in Chicago 


Youngsville, Sept. 3—Miss Mar- 


ian Elizabeth Kinnear, daughter 
of Mr. and Mrs. Willis Kinnear, 
of Youngsville, was united in mar- 
riage at 
ten 
o'clock 
Saturday 


morning 
to 
Thomas 
Robert 


Thompson, son of Mr. and Mrs. F. 
E. Thompson, of Glen Ellyn, HI. 


The ceremony took place in the 


Andrews' Chapel of St. James' 
Episcopal Cathedral of Chicago, 
HI., with the Rev. William Tay- 
lor, Jr., reading the impressive 
service. 


Guests 
present 
included 
the 


bride's mother, Mrs. Willis Kin- 
near, of Youngsville; and the bride- 
groom's parents, Mr. and Mrs. F. 
E. 
Thompson, and a 
brother, 


Bruce, of Glen Ellyn. 


After the wedding party enjoyed 


breakfast in the Hotel Sherman, 
Mr. and Mrs. Thompson left for 
Austin, Texas, which will be their 
future home. 


The bride, after completing her 


college work, taught in the home 
economic 
department 
of 
the 


Cleveland schools for four years. 
This spring she entered the Uni- 
versity of Texas, where she work- 
ed for a Master's degree, which 
she will receive next June. 


The bridegroom is a graduate 


of Purdue and Temple University 
and now holds the position of as- 
sistant teacher of chemistry in the 
University of Texas. He is work- 
ing towards a Doctor's degree. 


Miss Kinnear spent her summer 


here with her parents and was hon- 
ored with several parties. 
The 


bridegroom also visited Youngs- 
ville and both young people have 
many local friends who wish them 
much happiness. 


VISITS PARENTS 


Robert Field, of Rochester, N. 


Y., was the weekend guest of his 
parents, Mr. and Mrs. F. F. Field, 
Fifth avenue. 


Also a guest at the Field home 


is another son, Richard Field, of 
Springfield, Mass. 


W. B. A. MEETING AND 


TUREEN SUPPER 


Review No. 4, Woman's Benefit 


Association, will hold its regular 
meeting at eight o'clock Thursday 
ening in the S. F. of A. hall, pre- 
ceded by a six o'clock tureen sup- 
per: All members are asked to be 
on hand. 


FIRST MEETING OF 


CATHOLIC DAUGHTERS 


All Catholic Daughters are re- 


minded that the first fall meeting 
is to be held this evening at eight 
o'clock 
at 
the 
Philomel 
Club. 


There will be a discussion of the 
year's activities and a large at- 
tendance is hoped for. 


Cattle 
raising is 
Argentina's 


oldest industry. 


Sckipano Nursery Co. 


9 
Landscape Designers and 


Planters 


9 
1130 Pa. Ave., W. 
Phone 1283 


Dr. W. C. Helmbrecht 


Optometrist 


Warren Savings Bank Bldg. 


Eyes Examined 
Glasses Fitted 


BARNHART-KELLNER 


MARRIAGE ANNOUNCED 


, 
Kenneth W. Barnhart, 501 Cone- 


wango avenue, and Erma E. Kell- 
ner, of Buffalo, N. Y., were united 
in marriage on Saturday, August 
17, in Buffalo. 


After a wedding trip to New 


York City and Boston, Mass., Mr. 
and Mrs. Barnhart will be at home 


I at 105 Lincoln avenue, this city, 


FRIENDSHIP BIRTHDAY 
CLUB PLANS MEETING 


The meeting of the Friendship 


Birthday Club will be held at 
Lounsbury's Corners, Elk 
town- 


ship, on Wednesday, September 11. 
The meeting was postponed be- 
cause of a funeral. 
All members 


are urged to be present on the new 
date to honor the birthdays of Mrs. 
Belle Chalmers, Mrs. Minnie Gage 
and Mrs. Mabel Gardner. 


Recent Wedding Is 
Of 
Interest Locally 


Sheffield, Sept. 3—Raymond L. 


Reed, son of Mrs. F. O. Reed, and 
Miss Dorothy H. Folts, daughter 
of Mr. and Mrs. Charles C. Folts, 
of Wayland, N. Y., were united in 
marriage Saturday, August 24. 


The ceremony was performed in 


the First Evangelical 
church of 


Wayland 
by 
the 
pastor, 
Rev. 


Ernest W. Bittner. 


Mrs. Hiram Hall, of Savona, N. 


Y., was matron of honor, and Miss- 
es Twila Reed, sister of the bride-, 
groom, 
and Dolores 
Yohon, of 


Warren, were 
bridesmaids. Basil 


Hankin, of Kane, acted 
as best 


man. John Watts, of Sheffield, a 
brother-in-law of the bridegroom, 
and Byron Clark, 
of Mansfield, 


were ushers. 


Mrs. Reed attended 
Wayland 


High school, Geneseo Normal and 
Syracuse University, 
and 
since 


graduating from the latter has 
been a teacher 
in the 
Savnnoa 
High school. Mr. Reed, a graduate 
of Sheffield High school and Mans- 
field State Teachers' College, 
is 


supervisor of music in the Bavona 
school. They will reside in Savona. 


Attending the 
wedding 
from 


Sheffield were Mrs. F. O. Reed, 
Twila Reed, Mr. and Mrs, 
John 


Watts and son, Mickey. 


Youngsville Couple 
Marry On Saturday 


Announcement is made today of 
the marriage of two well known 
young people of Youngsville, Miss 
Dorothy Fern Weaver, daughter 
of Mr. and 
Mrs. Frank Weaver, 


and William Howard Olson, son of 
Mr. and Mrs. Karl Olson. 


The ceremony was performed in 


the parsonage of the 
Chandlers 


Valley Lutheran church on Satur- 
day, with Rev. Wallace Johnson 
officiating. 


Attending the couple were Mr. 


and Mrs. Charles Johnson, also of 
Youngsville. 


The bride is employed by the 


United Refining Company here and 
Mr. Olson is a member of the fac- 
ulty of the Otto High School in 
Duke Center. 


Social Events 


LOCAL VISITORS 


Mrs. Kenneth MacLennan and 


son, John, of Gary, Ind., are visit- 
Ing Mrs. MacLennan's parents, Mr. 
and Mrs. John G. Rossman, Cone- 
wango avenue. 


VISITING MOTHER 


Miss Anne Sandrock, of Jackson- 


ville, Fla., is spending a ten-day 
vacation with her mother, Mrs. 
Jessie Sandrock, Pennsylvania ave- 
nue, east. 


Social Events 


Successful Party Is 
Held at Country Club 


A very pleasant pre-holiday din- 


ner-dance was held at the Cone- 
wango Valley Country 
Club on 


Saturday evening, with about 85 
members and out of town guests 
attending. 


Music for dancing was provided 


by Gayle Browne's Orchestra from 
Erie and the club was prettily de- 
corated with fall flowers. 


Out of town guests were Mr. and 


Mrs. Richard Stewart, Cleveland, 
O.; John Stewart and George Mc- 
Donald, of Chautauqua, N. Y.; Mr. 
and Mrs. G. A. Leonard, of Canton, 
O.; Miss Jane Allen and 
Henry 


Merrymont, Harrisburg; Mrs. Al- 
den MacDonald, Miss Eleanor Mac- 
Donald, Alden MacDonald, and 
Robert Morrison, New York City; 
Mr. and Mrs. Glenn Brockway, 
Shaker Heights, 
O.; Miss Jean 


Welch, New York City; Kenneth 
Forbes, Manhassett, Long Island; 
Mr. and Mrs. Walter Reed Smith, 
Forest Hills, L. I. 


Jane Juline Will Be 
Bride on September 21 


Mrs. George Juline, 224 Canton 


street, entertained about 25 friends 
at a bridge-tea Sunday afternoon, 
from two until four o'clock, at the 
Philomel Club, to announce 
the 


coming marriage of her daughter, 
Miss Jane Juline, to Neil MacDon- 
ald, son of Mrs. Jennie MacDonald, 
213 Parker street. 


The wedding will take place on 


Saturdayv September 21. 


Out of town guests were Mrs. 


Paul Mulheirn, of Mercer; Miss 
Anne Sandrock , of Jacksonville, 
Fla.; Mrs. Richard Juline, of Erie. 


WEEKEND GUESTS 


Mr. and Mrs. William A. Ellis, 


Mr. and Mrs. E. M. Ellis and Mrs. 
Phebe Karlskind, 
of 
Meadville, 


were the weekend guests of Dr. 
and Mrs. E. M. Breed at their cot- 
tage at Bon-Ayre. 


HOME FROM FLORIDA 


Mrs. R. S. Dawson and two chil- 


dren 
and Mrs. Lawson's sister, 


Miss Lillian Larsen, Wayne street, 
have returned from a pleasant trip 
to Florida, where they visited their 
sister and brother-in-law, Dr. and 
Mrs. W. G. Phillips. 


ARRIVES HOME 


George Almendinger, of Star- 


brick, is home after spending a 
week in Jamestown, N. Y., as the 
guest of his cousin, Mrs. Carrie 
Spencer, and her daughter, Olive. 


LEAVES FOR MERCER 


Mrs. Paul Mulheirn has return- 


ed to her home in Mercer after 
spending the past six weeks here 
with her parents, Mr. and Mrs. J. 
H. Young, Pennsylvania avenue, 
east. 


VISITS MOTHER 


Karl A. Krantz, of Portsmouth, 


Ohio, spent the holiday weekend 
as a. guest of his mother, Mrs. 
Ethel M. Krantz. He was accom- 
panied by Miss Meredith Wams- 
ley, also of Portsmouth. 


HERE FOR HOLIDAY 


Mr. and Mrs. George Ockley and 


daughter, Clare, and Mr. and Mrs. 
Faustin Hack, of Cleveland, O., 
spent Sunday and Monday here 
with Mr. and Mrs. James O'Brien, 
Warren-Jamestown Road. 


WEEK'S VACATION 


Miss Madeline Magnusson and 


Miss Winona McAvoy, of Sheffield, 
with Miss Marian Hollister, of Fol- 
lett Run, left Sunday evening for 
a week's vacation in New York 
City and to attend the fair. 


DAUGHTERS OF V. F. W. 
The Daughters of Veterans of 


Foreign Wars will hold their regu- 
lar meeting at eight o'clock Wed- 
nesday evening in the post rooms 
and a large attendance is hoped 
for. 


FROM DETROIT 


Mrs. N. K. Newman and son, 


Martin, and Marcus Rosenzweig, 
all of Detroit, Mich., are guests 
for a few days at the home of Mrs. 
Newman's brother, Dr. Leonard 
Rosenzweig, and family, at North 
Warren. 


AT LUNDAHL HOME 


Mr. and Mrs. H. S. Lundahl, of 


Main avenue, have had- as their 
guests for the past few days Mr. 
and Mrs. F. A. Johnson and daugh- 
ter, Karlyn, of Trafford, Pa.; Mrs. 
Gust Anderson, of Wilcox; Mr. and 
Mrs. Alfred Anderson, of North 
East. 


LEAVE FOR SOUTH 


Commander and 
Mrs. A. R. 


Schofield, with their son, Dick., ex- 
pect to leave tomorrow for Florida, 
where they expect to spend some 
time. 


A group of friends entertained at 


the Woman's Club Saturday eve- 
ning, giving a farewell party in 
their honor. 


WEEKEND IN NEWBTIRY 
Mr. and Mrs. Herbert Cohan, 


with their sons, Boyd and Carl, 
and their families, and another son, 
George, spent 
the 
weekend in 


Newbury visiting Herbert Cohan's 
brother, Harry. 
The local man 


was a former resident of that sec- 
tion and greatly enjoyed the op- 
portunity to visit with old friends. 


LOCAL FAMILY 
IS ENTERTAINED 


Mrs. Merle Schweitzer returned 


to Warren Sunday after spending 
the past week with Mr. and Mrs. 
George Detrick, of Beaver Falls, 
Mr. Schweitzer 
and 
daughters, 


Jean, Betty and Katherine, drove 
to Beaver Falls Saturday evening 
and were entertained at a corn 
and wiener roast at the Detrick 
cottage at Riverside, attended by 
forty guests. 
During her visit, 


Mrs. Schweitzer was entertained 
by Mr. and Mrs. William Gilmore 
and by Mr. and Mrs. George Wil- 
son, of Beaver Falls. 


BIRTHS 


Complete Car Servicing 


Expert Lubrication 


Pearson-Peterson 
Service Station 


j 
Alabama, Arkansas and Geor- 


I gia are the chief domestic sources 


of aluminum. 


REBEKAH LODGE 


MEETING AND PARTY 


There was a good attendance for 


the Friday night meeting of the 
Lady Warren Rebekah Lodge and 
all enjoyed an evening of games, 
for which prizes were awarded 
afterward. 
The committee served 


refreshments to conclude the even- 
ing. 


On Friday night of this week 


lodge will be called at eight o'clock 
and it is hoped that all members 
will be in attendance. 


The warm sulphur springs of 


Bath, Virginia, discharge 350,000 
gallons of water an hour. 


MOODY. . . IRRITABLE?^ 
• Don't give In to sympto- 
matic periodic pain and dis- 
comfort. Take CHI-CHES- 
TERS PILLS as directed. Ab- 
solutely safe. No drugs nor 
narcotics. Have helped thou- 
sands of-women resign, RQji 
from "The Look-pf- •*•»r- 
the-Mopth League", and up 


AT MATERNITY 


, 
Mr. and Mrs. Norman Nelson, 


! of Ludlow, are the parents of a 
' son weighing six 
pounds, 15^4 


ounces, born at 7:52 a. m. Sunday. 


SHOES FROM 
COOK'S BOOT 


i 
SHOP 


i 
FALL 1940 


; 
Foot Savers, Matrix, College- 


jbred, Varsity "58", 
Selby Arch 


! Preservers, Walk Overs, Dr. Locke 
' and others. 
New samples, small 


sizes. 
9-3-lt 


EAGLES SERIES OF GAMES 
Admission 30c, Wednesday, 8:30 


p. n>. 
8-3-1* 


LEAVES FOR EAST 


Miss Eleanor MacDonald left last 


evening for New York City, after 
having spent the weekend here 
with her mother, Mrs. Alden Mac- 
Donald, Market street. 


Mrs. MacDonald and son, Alden, 


expect to leave tomorrow for their 
home in New York after spending 
the summer months in Warren. 


TAKE SPECIAL COURSE 


IN CATHOLIC WORK 


The Misses Martha Gantz and 


Jane Smerker, of Warren, with the 
Misses Mary Richwalsky and Eloise 
O'Leary, of Sheffield, returned last 
evening after a ten-day motor trip 
through the west. 


For the past week they have at- 


tended a Summer School of Catho- 
lic Action in Chicago, HI., where 
they made their headquarters at 
the Hotel Morrison. 


Social Events 


TO MEADVILLE 


Mrs. Mary Lawson has returned 


to Meadville after spending the 
past few days with relatives in 
Warren and vicinity. 


AWAY FOR WEEKEND 


Mr. and Mrs, H. B. Meacham, of 


Crescent Park, arrived home last 
evening after spending the week- 
end in Sayre with relatives. 


LEAVES FOR CITY 


Robert Morrison 
left Monday 


evening for New York City follow- 
ing a two-week vacation spent here 
with his parents, Mr. and Mrs. R. 
Z. Morrison, Market street. 


GUEST OF PARENTS 


Rev. G. Hall Todd has returned 


to Niagara Falls, N. Y., after 
spending a month's vacation here 
with his parents, Mr. and Mrs. 
George Todd, 512 Fourth avenue. 


TO BALTIMORE 


Mr. and Mrs. L. C. Taylor re- 


turned to their home in Baltimore, 
Md., 
this morning, after having 


been called here by the death of 
the former's mother, Mrs. George 
Taylor. 


RETURN HOME 


Mrs. Richard Bates and son, Rob- 


ert Allen, left this morning for 
Westfield, N. Y., from where they 
will take a train this evening for , 
their home in Indianapolis, Ind. | 
They have been the guests of Mrs. j 
Bates' mother, Mrs. Corinne Dean, | 
409 Liberty street. 


STYLES 
FALL 


READY FOR YOU TO 


SWING ALONG WITH 'PEP'! 


See our window displays—these style 
leaders will put pride and comfort 
your step. Choose now from big selec 
tions and all sizes. 


AT ALLEN HOME 


Miss Jane Allen, of Harrisburg, 


is home to spend some time with 
her parents, Mr. and Mrs. Chester 
Allen, Hilltop House, Fifth avenue 
extension. 


The Aliens also have as their 


guest Henry Merrymont, of Harris- 
burg, to whom Miss Allen is 
engaged. 


ENTERTAINS GUESTS 


Clinton Wilder, Jr., entertained 


the following friends at his home 
in Irvine over the weekend: Miss 
Jean Welch, of New York City; 
Kenneth Forbes, of Manhassett, 
Long Island; Mr. and Mrs. Walter 
Reed Smith, of Forest Hills, Long 
Island. 


Mr. Wilder leaves this evening to 


spend a few days in New York 
City before returning to his studies 
at Princeton University, Princeton, 
N. J. 


GUESTS FROM CARNEGIE 
Mr. and Mrs. Homer L. Miller 


and daughters, Miss Dorothy and 
Miss Myrtle, of Onondaga avenue, 
entertained the following guests 
from Carnegie over the weekend: 
The Misses Eva Marie and Betty 
Auer, Miss Martha Pickard, W. B. 
Gray, Bill and Jack Gray, and 
Eddie Aitken. 


Miss Myrtle Miller left over the 


weekend for West Middlesex, where 
she will resume her duties as in- 
structor in the high school com- 
mercial department. 
She spent a 


portion of this summer's vacation 
studying for an advanced degree at 
Duke University in Durham, N. C. 


ADD COLOR TO YOUR SPREAD 


PEACOCK BEDSPREAD 


ARCHIE D. BARNES 


Youngriville, 
Sept. 
3—Funeral 


services in memory of Archie Del- 
bert Barnes, who passed away at 
the Veterans' Hospital in Aspin- 
wall on August 27 at the age of 
48 years, were 
held 
from 
the 


Free Methodist church on Friday 
following a short prayer service 
at the home. 


A military service was held with 


members of Halgren-Wilcox Post, 
No. 658, American Legion, 
in 


charge. Members of the post and 
auxiliary attended the services in 
a body. The large number in at- 
tendance and the many floral of- 
ferings showed the high esteem in 
which the deceased was held. 


The Rev. M. E. Freeman, pastor, 


officiated. Hymns sung during the 
service included "Sometime We'll 
Understand," 
"Good Night 
and 


Good Morning" 
and 
"Rock 
of 


Ages." 


Interment was in the Washing- 


ton cemetery near Newmansville, 
Clarion county. Members of 
the 


American Legion acted as bearers 
and conducted services at 
the 


grave. 


Those in attendance from away 


included Mr. and Mrs. Asa Barnes, 
Ludlow; Glen Barnes and family, 
West Hickory; Clifford Barnes and 
family, Mr. and Mrs. A. M. Al- 
baugh, Bernice Huddleson, Tion- 
esta; Mary Jane Stoddard, Pitts- 
field; Mrs. Ray Scott, 
Mr. and 


Mrs. J. M. Host, Wilmerding; Mr. 
and Mrs, Eugene, Turtle Creek; 
Harry Host, Tylersburg; Wesley 
Host and L. B. Host, Newmans- 
ville; Percy Host and family, Neb- 
raska; Mr. and Mrs. Ralph Moh- 
ney, Erie. 


Family Reunions 


FEENY REUNION 


The eighth annual reunion of the 


Feeny family was held Sunday, 
September 1, at Fentonville, N. Y.. 
as guests of Mr. and Mrs. Varland 
Burch. 
After a bountiful dinner 


was served tg about 20, a business 
meeting was called by the presi- 
dent, Mrs. Mabel Lauffenburger. 
The order was: Song by reunion; 
prayer, Ray Dickinson; song; min- 
utes read and approved; welcome 
address, Irene Burch; response in 
behalf of reunion, Olive Jury. 


An invitation was extended and 


accepted for the reunion to be held 
at Falconer, N. Y., on the second 
Sunday in July, 1941, with Mr. and 
Mrs. J. B. Phillips, Mr. and Mrs. 
Ray Dickinson entertaining. The 
present officers were all reelected, 
as follows: President, Mabel Feeny 
Lauffenburger; vice president, Irene 
Burch; secretary-treasurer, 
Olice 


Feeny Jury; program chairman, 
Ray Dickinson; historian, 
Irene 


Burch. 


At the conclusion of the busi- 
| ness meeting, the literary chairman 
took charge and the following pro- 
gram was presented: Song by the 
reunion; song, "Great Speckled 
Bird", Fred and Clyde Jury; en- 
core, "God Bless America"; read- 
ing, "In a Friendly Sort of Way", 
Irene Burch; reading, "A Man's 
Prayer", Fred Jury; benediction, 
Ray Dickinson. 


Ice cream and cake were served 


and the Burches were extended a 
rising vote of thanks for their 
much-enjoyed hospitality. 


RETURN FROM EAST 


Mr. and Mrs. J. H. West, 114 


Main avenue, have returned from a 
week's vacation at Lake Erskine, 
N. J., where they were guests of 
Mr. and Mrs. T. C. Manton, of 
Tenafly, N. J. 


They were accompanied home to 


Hubbard, O., by Mrs. A. J. E. Man- 
ton, their daughter, and two grand- 
song, Herbert and Roger, who had 
spent the month of August at the 
lake with the elder Mantons. 


EAGLJES SERIES OF GAMES 
Admission 30c, Wednesday, 8:30 


p. m. 
9-3-lt 


Build Up *«*I«rt»nc» t«-v 


FEMALE 


FUNCTIONAL 


COMPLAINTS 
Try Lydla E. Plnkham's Vegetable 
Compound to help relieve monthly 
pain, headaches, backache and 
ALSO calm Irritable, restless nerves 
due to such functional disorders. 
Pinfcham'sCcmpound Is simply mar- 
velous to help build up resistance 
for such weak, tired •women. Try itl 


Give old or new bedspread a 


splash of color with this glorious 
peacock motif. Just a fe wsimple 
stitches 
are 
required. 
Pattern 


2602 contains a transfer pattern 
of a motif 15 x 19% inches, two 
3% x 4 and three 2 x 2 inch mo- 
tifs; illustrations of stitches; ma- 
terials required; color chart. 


Send ten cents in coin for this 


pattern to Times-Mirror, Needle- 
craft Dept, 82 Eighth Avenue, 
New York, N. Y. 
Write plainly 


PATTERN 
NUMBER, 
y o u r 


NAME and ADDRESS. 


NATHANIEL S. HOLT 


Nathaniel Sill Holt, of -Akeley, 


passed away at his home Monday 
morning at 8:30 o'clock after an 
extended illness. He was 54 years 
of age. 


Mr. Holt was a member of the 


Akeley Methodist church, the Ake- 
ley Grange and was a past master 
of both the Akeley and Warren 
county Pomona Granges. He also 
had served as state deputy of the 
Grange. 


He is survived by his wife, Hallie 


G. Holt, and the following children: 
Cecil, Donald and Norine Holt, all 
of Akeley; Richard Holt, of Bur- 
gettstown; Howard Holt, of B'las- 
dell, N. Y., and Charles Holt, of 
North Warren. Also surviving are 
one sister, Mrs. Edith Crooks, of 
Randolph, N. Y.; his stepmother, 
Mrs. Minnie Holt, of Salamanca, N. 
Y.; four grandchildren and several 
nieces and nephews. 


Funeral services will be held 


from the home on Wednesday af- 
ternoon at 2:30 o'clock, with the 
Rev. R. S. Naylor, of the Akeley 
Methodist church, officiating. 
In- 


terment will be in Pine Grove cem- 
etery at Russell. 


STONEBERG FAMILY 


The second annual gathering of 


descendants of the Stoneberg fam- 
' ily was held at the \summer home 
of Mrs. Selrna Retterer on the 
Conewango Sunday. At this gath- 
ering it was voted to make this an 
annual event, to be^ held at the 
same place on the first Sunday in 
September, and officers were elect- 
ed. About 40 relatives were present 
from Cleveland and Barberton, O., 
Jamestown, N. Y., Starbrick and 
North Warren. 


PILOT INJURED 


Athens, Sept. 3—(IP)—A small 


plane plunged about 50 feet to the 
ground as it came in for a landing 
at the airport here, seriously injur- 
ing the pilot, Romie Gustin, 34, of 
Elmira, N. Y. He was taken to 
Packer Hospital in Sayre, where 
physicians said his right arm and 
leg were broken and he had a pos- 
sible fractured skull. The accident 
occurred late yesterday. 


The high power microscope was 


developed in 1835. 


WILLIAM E. PIERCE 


Sheffield. 
Sept. 3—William E. 


Pierce, retired lumberman, died 
about 7:30 o'clock Sunday evening 
at the Ewings residence in Hast- 
ings. 
A cousin of Mrs. Ewings, 


Mr. Pierce had pursued woods 
\vork all his adult life until 1937. 
when he retired. He was born at 
Fisher, Pa., on August 20, 1864. 


Surviving besides the cousin at 


whose home he died are a son. 
Miles, of Erie, and several nieces 
and nephews. 


Rev. Ivan E. Rossell, pastor of 


the Sheffield Methodist church, will 
conduct funeral services in his 
memory at 9 o'clock Wednesday 
morning, from the Borden funeral 


• home, Sheffield. Interment will be 
| made in the Sheffield cemetery. 


Except for narrow coastal bor- 


ders, Greenland is entirely cov- 
ered by a vast ice cap. 


A Nome To Go 
"Buy" 


Q U A K E R 


SUGAR 


PURE 
CANE 


ttfFINED IN THE UNmG StATeS 


Everybody reads the Times-Mirror. 
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bstoria 


Ihe Gla ss» ol f ashion 
PICKETT’S 
EXCT-rSrVELV 


Betty Lee 
I OUR m YORK 
I mms IS 
I COMING SOON 


Mak e This Model 
Aî Home 
-•Î- 


So cia l Ev ents 


TO M EADVILLE 
M rs. M ary Lawson has retu rned 
to M eadville afte r spending the 
past few days w ith relatives in 
W arren and vicinity. 


Av a nelle McKeeha n First Luthera n Church Is Scene o f Ceremo ny Yo ung sv ille 
Co uple 
Sets Wedding Da te Uniting Ha rriet R. Lind-Alfred La ffenburg er Ma rry On 
Sa turda y 


On 
S atu rd ay 
afternoon 
from 
fou r u ntil six o’clock , Mrs. Faye 
Gilliland and M iss M ary Dillon en­ 
tertained a grou p of friends 
a t 
the Y. W. C. A. activities bu ild­ 
ing. 
The affair w as in the natu re of 
a m iscellaneou s 
show er 
party 
which honored Miss Avanelle Mc­ 
Keehan, who is 
to 
become 
the 
bride of E dw ard L, Shanley, 
of 
Tidiou te, on 
Su nday, 
Septem ber 
2 2. 
Presiding a t the table w ere Miss 
Clancy and Miss Anne Schw artz, 
of Meadville. 
A delightfu l afternoon was en­ 
joyed and Miss M cKeehan 
was 
the recipient of m any lovely gifts 
for her fu tu re home. 
G u ests Inclu ded 
the 
Misses 
B etty 
M cKinney, 
Jane 
Dietsch, 
Gladys Anderson, 
Elinor 
Font, 
Ju lia Ju liano, 
Elm a 
Schw artz, 
M ary Rock , Jeanne Rossell, Hazel 
B ak er, 
M argaret 
G isselbrecht, 
A nne Critelli, Mrs. M au rice 
Stil- 
well, M rs. M ark Gelotte, M rs. Jos­ 
eph Madden, Mrs, Gerald Johnson, 
M rs. A lbert Schw artz, M rs, Bru no 
Sck ipano, Mrs. 
H arry 
Slgv^orth, 
Mrs, Freem an Johnson and 
Mrs. 
M arie C lark Dillon. 


So cia l Ev ents 


SETS TRY-OUTS FO R 
PUBLIC PRO DU CTIO N 
OF PLA Y E R S’ CLUB 


Mrs. Pau l H. Coe annou nces 
today tha t try -ou ts for the first 
fall produ ction of the W arren 
Players Clu b w ill be held a t 
five o’clock W ednesday a fte r­ 
noon and eight o’clock T hu rs­ 
day evening a t the W om an’s 
Clu b au ditoriu m . 
The offering 
will be "M argin for E rror” 
by Clare Boothe and the dates 
of produ ction w ill be October 
10-11, w itn M rs. Coe coaching. 


B ask ets of gladioli and palm s 
w ere u sed in a rtistic decorations in 
the F irst L u theran chu rch S atu r­ 
day afternoon for the fou r o’clock 
w edding of Miss H arriet R. Lind, 
dau ghter of Mr. and Mrs. Clarence 
Lind, 305 M adison avenu e, and A l­ 
fred Lau ffenbu rger, son of Mr. and 
M rs. F. W. Lau ffenbu rger, 12 Al- 
son street. 
Rev. E dw ard K. Rogers, pastor, 
perform ed 
the 
ceremony. 
The 
w edding m u sic w as provided by 
M rs. Nicholas A ndersen, organist, 
and Miss R u th Satterlu nd, vocalist. 
In addition to the traditional w ed­ 
ding m arches of W agner and M en­ 
delssohn, M rs. A ndersen played a 
15-m inu te recital and the accom ­ 
panim ents 
for Miss 
S atterlu nd ’s 
tw o nu m bers, “Becau se” and “O 
P erfect Love”. 
The bride, given in m arriage by 
her father, 
chose 
a floor-length 
frock of v^ ite taffeta and a finger­ 
tip veil. 
The w hite Bible w hich 
she 
carried 
had 
stream ers 
of 
w hite 
satin 
ribbon 
and 
baby’s 
breath. 
H er 
sister, 
Miss 
M ary 
Lind, 
w as her only attend ant. 
H er frock 
wa.« ! of aq u a taffeta, com plem ent­ 
ed bj' an aq u a pleated tiara, and 
her arm bou q u et w as of pink rose­ 
bu ds. 
The bride’s m other w as a ttire d in 
a m ediu m blu e, w ith which she 
w ore a corsage of Talism an roses 
and baby’s breath. 
Mrs. L au ffen- 


^ 
A nnou nccm ent Is m ade today of 
T ^^ilnnr^H iil Tose" 
and 
h l l v 's 
c a r ria ge of tw o well 
k nown 
Johanna 
Hill 
roses 
and 
b ab y s you ng people of You ngsville, Miss 
breath. 
„ 
, 
D orothy F e m W eaver, dau ghter 
Edw ard Lau ffenbu rger w as his | 
F ra nk W eaver, 
brother’s 
best m an 
and 
u shers 
W illiam H ow ard Olson, son of 
were Charles Flynn, of B radford; - - 
. 
Pau l 
Schirck , 
Clifford Knowlton 
and Lou is Lind, of W arren. 
O ther gu e.^ts Inclu ded the fol­ 
lowing from aw ay: M rs. M argaret 
McLallen and dau ghter, Joan, of 
W aterford. 
T hirty m em bers of the fam ily 
were invited for the reception, held 
a t five o’clock a t the Lind home. 
C entering the bride’s table w ere 
pink roses and baby’s breath, w ith 
w hite candles, and a three-tiered 
wedding cak e. 
F or a New York w edding trip, 
the bride wore a brown silk print, 
brow n accessories and a Talism an 
rose corsage. 
Mr. and M rs. L au f­ 
fenbu rger will retu m to W arren 
Septem ber 9. 
Since being gra d u a t­ 
ed from the local high school in 
19 37, Mrs. Lau ffenbu rger has been 
em ployed 
by 
the 
New 
Process 
Com pany. 
H er hu sband, grad u ate 


Mr. and M rs. K arl Olson. 
The cerem ony w as perform ed in 
the parsonage of 
the 
C handlers 
V alley L u theran chu rch on S atu r­ 
day, w ith Rev. W allace Johnson 
officiating. 
A ttending the cou ple w ere Mr. 
and M rs. C harles Johnson, also of 
You ngsville. 
The bride is em ployed 
by the 
U nited R efining Com pany here and 
Mr, Olson is a m em ber of the fac­ 
u lty of the O tto H igh School in 
D u k e C enter. 


So cia l Ev ents 


AW AY FO R W EEK EN D 
Mr. and Mrs. H. B. M eacham , of 
C rescent P ark , arrived home last 
evening a fte r spending the w eek ­ 
end in Sayre w ith relatives. 


L E A \rE S FO R CITY 
R obert 
M orrison 
left 
M onday 
evening for New Y ork City follow­ 
ing a tw o-w eek vacation spent here 
w ith his parents, Mr. and Mrs. R. 
Z. M orrison, M ark et street. 


GUEST OF PA R EN TS 
Rev. G. H all Todd has retu rned 
to 
N iagara 
Falls, 
N. 
Y., 
afte r 
spending a m onth’s vacation here 
w ith his parents, Mr. and Mrs. 
George Todd, 512 F ou rth avenu e. 


TO BALTIM ORE 
M r. and M rs. L. C. Taylor re­ 
tu rned to their home in Baltim ore, 
Md., this m orning, after having 
been called here by the death of 
the form er’s mother, Mrs. George 
Taylor. 


LOCAL V ISITORS 
M rs. K enneth M acLennan 
and 
son, John, of Gary, Ind., are visit­ 
ing Mrs. M acLennan’s parents, Mr. 
of W arren High School in 19 31 and and Mrs. John G. Rossm an, Cone- 
of H off’s Bu sine.s.« ! College, has em- , w ango avenu e, 
ploym ent w ith the S tru thers WelL'j- 
V ISITIN G M OTH ER 
M iss A nne Sandrock , of Jack son­ 
ville, Fla., is spending a ten-day 
vacation w ith her m other, Mrs. 


Titu sville Corporation, 
Following 
the 
annou ncem ent 
p a rty and shower given by her 
sister-in-law and sister, M rs, Lou is 
Lind and Miss 
M ary Lind, the | Jessie Sandrock , Pennsylvania ave- 
bride-elect was given show er par- 
j nu e, east, 
ties by Miss I^ u ra P laterote and 
M rs. J. E dgar Petersen. 


HOLIDAY G UESTS 
Mr. and M rs. D avid Holley, of 
Lak ewood, O., were the week end 
gu ests of W illiam Moore, F ou rth 
avenu e. 


R ETU R N TO W A RREN 
Mr. and Mrs. George Campbell, 
form er W arren residents now in 
W ashington, D. C., have arrived 
for a few days’ visit w ith relatives 
and friends. 


NEW “JU M PA FO R E ” AND 
B IX )rS E 


PA TTER N 4534 


by A N N E ADAMS 
A collaboration of two sm a rt fa­ 
vorites—the ju m per and the pma- 


ARBUTUS SOCIETY 
The A rbu tu s M issionary Society 
of the F irst P resbyterian chu rch 
will m eet In the chu rch parlors a t 
eight o’clock W ednesday evening 
and it is hoped there will be a 
large attendance. 


LEAV E FOR HOM E 
Mr. and Mrs. D. F. Cam eron and 
son, Don, left S atu rd ay m orning 
- 
. 
. - 
for their hom e in 
Los 
Angeles, 
f ore -ha s resu ^lted m a gay innoya- callf., follow ing a visit w ith Mrs! 
tlon 
for 
schooldays 
called 
the Cam eron's 
slater, 
M rs. 
I. 
W. 
' ju m pafore. 
It s an Anne A dam s 


Ma ria n E. Kinn ea r 
Is Bride in Chica g o 


You ngsville, Sept. 3 - Miss M ar­ 
ian E lizabeth 
Kinnear, 
dau ghter 
of Mr, and Mrs. W illis K innear, 
of You ngsville, was u nited in m a r­ 
riage 
a t 
ten 
o’clock 
S atu rd ay 
m orning 
to 
Thomas 
R obert 
Thompson, son of Mr. and M rs, F. 
E. Thompson, of Glen Ellyn, 111, 
The cerem ony took place in the 
A ndrew s’ 
Episcopal 


A R R IV ES HOM E 
-------------------------------------- _ _ _ _ _ _ ; 
George 
A lm endinger, 
of 
S tar- 


T - \ 
\ V T 
J J * 
1 
! ^i'ick , is home afte r spending a 
r v e c c n t 
W 
e a u i n g 
I s i ^^eek in Jam estow n, N. Y., as the 
a 


r 
T 
11 
?u 6 st of his cou sin, Mrs. Carrie 
I n t e r e s t 
L o c a l l y spencer, and her dau ghter, Olive. 


RETU RN HOME 
Mrs. Richard Bates and son, Rob­ 
e rt Allen, left this morning for 
W estfield, N. Y,, from where they 
will tak e a train this evening for 
their home in Indianapolis, Ind. 
They have been the gu ests of Mrs. 
B ates’ m other, Mrs. Corinne Dean, 
409 L iberty street. 


AT A LLEN HOME 
Miss Jane Allen, of H arrisbu rg, 
is home to spend some time with 
her parents, Mr, and Mrs. Chester 
Allen, H illtop Hou se, Fifth avenu e 
extension. 


Fa mily Reunio ns 


- 1 
* 
FE E N Y REU N IO N 
The eighth annu al reu nion of the 
Feeny fam ily w as held Su nday, 


Sheffield, Sept. 3—RajTXiond L. 
Reed, son of Mrs. F. O. Reed, and 
Miss Dorothy H. Folts, dau ghter 
of Mr. and Mrs. Charles C. Folts, 
of Wayland, N. Y., w ere u nited in 
m arriage Satu rday, A u gu st 24. 
The ceremony w as perform ed in 
the F irst Evangelical 
chu rch of 
W ayland 
by 
the 
pastor, 
Rev. 


LEA V ES FO R M ERCER 
Mrs. Pau l M u lheim has re tu rn­ 
ed to her home in M ercer afte r 
spending the past six w eek s here 
w ith her parents, Mr. and Mrs. J. 
H. 
You ng, 
Pennsylvania avenu e, 
east. 


V ISITS M OTHER 
Chapel 
of 
St. 
Jam es' E rnest W. B ittner. 
j 
K arl A. K rantz, of Portsm ou th, 
C athedral 
of Chicago, 
Mrs. H iram Hall, of Savona, N. Ohio, spent the holiday week end 
HI., w ith the Rev. W illiam Tay- Y., was m atron of honor, and Miss- : as a gu est of his m other, Mrs. 


A K C H I K 
Ü. 
B A H N K S 
You n^.-.viile, 
Sept. 
3 - Fu neral I Septem ber 1, a t Fentonvilie, N. Y.. 
The Allens also have as their ^ervicc 
.5 in m em ory of Archie Del- i 
Garland 
gu est H enry M errym ont, of H arris- 
Barnes, who passed aw ay a t Bu rch. 
A fter a bou ntifu l dinner 
bu rg, 
to 
whom 
Miss 
Allen 
is ^he V eterans’ H ospital in 
A spin 
-1 was served tg abou t 20, a bu sines.s 
engaged. 
i 
A u gu st 27 a t the age of ! 
48 years, w ere 
held 
from 
the ^® ”^’ 
Mabel Lau ffenbu rger, 
EN TE R T A IN S GUESTS 
M ethodist chu rch on 
F 
r i d a 
y 
' The order w as: Song by reu nion; 
Clinton W ilder, Jr„ entertained following a short prayer service ’ 
Dick mson; song; min- 
. X-.,,— ;— 
^ ----- 
, u tes read and approved; welcome 
a t tne nome. 
^ address, Irene Bu rch; response in 
A m ilitary service w as held w ith , ^^^half of reu nion, Olive Ju ry, 
m sm b ep of H algren-W ilcox Post, 
j 
invitation w as extended and 
No, 6o8 , 
A rnencan 
Legion, 
m i accepted for the reu nion to be held 
charge. M em bers of the post and ■ 
Falconer, N. Y., on the second 
au xiliary attended the services m gu ^^ay in Ju ly, 19 41, w ith Mr. and 
a body. 
The large nu m ber in at- | j^rs. J. B. Phillips, Mr. and Mrs. 
tendance and the niany floral of 
-1 
Dick inson entertaining. 
The 
ferings showed the high esteem m ^ present officers w ere all reelected, 
which the deceased was held. 
| 
follows: President, M abel Feeny 
The Rev. M. E. Freem an, pastor, ' - 
- 


the following friends a t his home 
in Irvine over the w eek end: 
Miss 
Jean W elch, of New Y ork City; 
K enneth 
Forbes, 
of 
M anhassett, 
Long Island; Mr. and Mrs. W alter 
Reed Sm ith, of F orest Hills, Long 
Island. 
Mr. W ilder leaves this evening to 
spend a few days in New York 
C ity before retu rning to his stu dies 
a t Princeton U niversity, Princeton, 
N. J. 


reading 
the 
im pressive 
es Tv,ila Reed, sister of the bride­ 
groom, 
and Dolores 
Yohon, 
of 
W arren, w ere 
bridesm aids. Basil 
H ank in, of Kane, acted 
as best 
man. John W atts, of Sheffield, a 
brother-in-law of the bridegroom , 
and Byron 
C lark , 
of 
M ansfield, 
w ere u shers. 
Mrs. Reed 
attended 
High school, Geneseo N orm al and ' 


P attern, 4534 
as peppy and en­ 
gaging as can be, yet so very sim ­ 
ple to m ak e. 
No plack et open­ 
ing is necessary, as the back b u t­ 
toning goes below the waistline. 
Crisp, wide loiffles tha t perk ou t 
all arou nd the arm holes are op­ 
tional. 
And 
don’t forget 
the 
sm art blou se has either long 
or 
short 
sleeves. 
W ou ldn’t 
plaid 
wool be a stu nning fabric for this 
engaging pinafore ? 
S ta rt it as 
soon as possible. 
P a tte rn 
4534 
is 
available 
in 
girls’ sizes 6, 8 , 10, 12 and 14. 
Sibe 10, ju m pafore, tak es 1% yds, 
54 inch fabric; long-sleeved blou se, 
IM 
yards 39 
inch 
fabric; 
and 
short-sleeved blou se, 1% yards 35 
inch fabric. 
Send F IF T E E N CENTS (15c) in 
coins for this Anne A dam s pat­ 
tern. 
W rite plainly SIZE, NAME, 
ADDRESS and STYLE NUMBER. 
Three 
cheers 
for 
the ANNE 
ADAMS 
FA LL 
AND 
W IN TER 
PATTERN 
BOOK—ju st 
off 
the 
press. 
I t’s right in k ey with the 
Am erican spirit of freedom and in­ 
dividu ality. 
There 
are 
vivaciou s 
you ngster styles . . . w ardrobes for 
career girl and collegiate . . . hom e­ 
m ak er modes. 
You ’ll see tailored 
wear, stu nning afternooners, and a 
“fu ll-dress parade” for evening. A 
departm ent is devoted to slim m ing 
frock s; another to lingerie and ac­ 
cessories. Order you r copy NOW! 
BOOK F IF T E E N CENTS. 
PA T­ 
TERN F IF T E E N CENTS. BOOK 
AND 
PATTERN 
TOGETHER 
TW EN TY -FIV E CENTS. 
Send you r order to Times-M ir- 
for, P attern D epartm ent, 243 W est 
17th St., New York , N. Y. 


Hazen, 216 N orth C arver street. 


R ETU R N HOM E 
Mr. and M rs. E. G. M cCu rdy and 
dau ghter, M iss M argaret McCu rdy, 
128 F rank street, have 
retu rned 
from W ashington, 
D. 
C., where 
they spent the ir 
vacation 
w ith 
their son and brother, A rden Mc­ 
Cu rdy and fam ily. 


lor, 
Jr., 
service. 
G u ests 
present 
inclu ded 
the 
bride’s m other, Mrs. Willis K in­ 
near, of You ngsville; and the bride­ 
groom ’s parents, Mr. and Mrs. F. 
E. 
Thompson, 
and 
a 
brother, 
Bru ce, of Glen Ellyn. 
A fter the w edding party enjoyed 
b reak fast in the H otel Sherm an, 
Mr. and Mrs. Thom pson left for Syracu se U niversity, 
and 
since 
A u stin, Texas, which will be their gradu ating from the 
la tte r 
has 
fu tu re home. 
been a teacher 
in 
the 
Savnnoa 
The bride, a fte r com pleting her , H igh school. Mr. Reed, a gradu ate 
college work , tau ght in the home of Sheffield H igh school and Mans- 
economic 
departm ent 
of 
the field S tate T eachers’ College, 
is 
Cleveland schools for fou r years, i su pervisor of m u sic in the Bavona 
'This spring she entered the Uni- 
i school. They will reside in Savona, 
verslty of Texas, w here she w ork - 
A ttending the 
w edding 
from 
ed for a M aster’s degree, which ; Sheffield w ere Mrs. F. O. Reed, 
she will receive next Ju ne. 
| Tw ila Reed, Mr. and M rs. 
John 
The bridegroom is a gradu ate W atts and son, M ick ey, 
of Pu rdu e and Tem ple U niversity 
and now holds the position of as­ 
sista nt teacher of chem istry in the 
U niversity of Texas. 
He is w ork ­ 
ing tow ards a D octor’s degree. 
M iss K innear spent her su m m er 
here w ith her parents and w as hon­ 
ored 
w ith several 
parties. 
The 


E thel M. Ki*antz. 
He w as accom ­ 
panied by Miss M eredith W aras- 
ley, also of Portsm ou th. 


H E R E FO R HOLIDAY 
Mr. and M rs. George Ock ley and 
dau ghter, Clare, and Mr. and Mrs. 
F au stin H ack , of Cleveland, 
O., 
W ayland | spent Su nday and M onday here 
w ith Mr. and Mrs. Jam es O’Brien, 
W arren-Jam estow n Road. 


So cia l Ev ents 


W EEK EN D GUESTS 


W E E K ’S VACATION 
M iss M adeline M agnu sson and 
Miss W inona McAvoy, of Sheflfteld, 
■with Miss M arian H ollister, of Fol- 
lett Ru n, left Su nday evening for 
a w eek ’s vacation in New York 
City and to attend the fair. 


G UESTS FROM CA RNEG IE 
Mr. and M rs. H om er L. Miller 
and dau ghters, Miss D orothy and 
Miss M yrtle, of O nondaga avenu e, 
entertained the following gu ests 
from C arnegie over the week end: 
The M isses E va M arie and B etty 
Au er, Miss M artha Pick ard, W. B. 
Gray, Bill and 
Jack 
Gray, and 
Eddie A ltk en. 
Miss M yrtle M iller left over the 
week end for W est Middlesex, where 
she 'wall resu m e her du ties as in­ 
stru ctor in the high school com­ 
m ercial departm ent. 
She spent a 
portion of this su m m er’s vacation 
stu dying for an advanced degree at 
Du k e U niversity in D u rham , N. C. 


ADD COLOR TO YOUR SPREAD 


officiated. H ym ns su ng du ring the 
service inclu ded ‘‘Sometime W e’ll 
U nderstand,” 
‘‘Good 
N ight 
and 
Good M orning” 
and 
"Rock 
A ges.” 
Interm ent was in the W ashing­ 
ton cem etery near Newnians%nlle, 
Clarion cou nty. M embers 
of 
the 
A m erican Legion acted as bearers 
and condu cted 
services 
a t 
the 
grave. 
Those in attendance from aw ay 
inclu ded Mr. and Mrs. Asa Barnes, 
Lu dlow; Glen Barnes and fam ily, 
W est H ick ory; Clifford B arnes and 
fam ily, Mr. and Mrs. 
A. M. 
Al- 
bau gh, Bernice 
Hu ddleson, Tion- 


L au ffenbu rger; vice president, Irene 
B u rch; 
secretary -treasu rer, 
Olice 
Feeny Ju ry ; 
program 
chairm an, 
R ay 
D ick inson; 
historian, 
Irene 
of i Bu rch. 
I 
A t the conclu sion of the bu si­ 
ness m eeting, the literary chairm an 
took charge and the following pro­ 
gram w as presented: Song by the 
reu nion; 
song, 
“G reat 
Speck led 
B ird”, F red and Clyde Ju ry ; en­ 
core, “God Bless A m erica” ; read­ 
ing, “In a F riendly Sort of W ay”, 
Irene B u rch; 
reading, “A M an’s 
P ra y er”, F red Ju ry ; benediction, 
R ay Dick inson. 
Ice cream and cak e w ere served 
and the Bu rches were extended a 
esta; M ary Jane Stoddard, P itts- rising vote of thank s for their 
field; Mrs. R ay Scott, 
Mr. 
and m u ch-enjoyed hospitality. 


DAUGHTERS OF V. F. W. 
The D au ghters of V eterans of 
Foreign W ars will hold their regu ­ 
lar m eeting a t eight o’clock W ed­ 
nesday evening in the post rooms 
and a large attendance 
i s hoped 
for. 


M rs. 
FROM D ETR O IT 
N. K. N ew m an and 
son, 
Mr. and M rs. W illiam A. Ellis, 
bridegroom also visited 
Y ou ngs-, Mr. and M rs. E. M. Ellis and Mrs. i M artin, and M arcu s Rosenzweig, 
ville and both you ng people have Phebe 
K arlsk ind, 
of 
Meadville 
1 
D etroit, Mich., are gu ests 
m any local friends who wish them 
^^e w eek end gu ests of Dr! i 
^ 
a t the hom e of Mrs. 
m u ch happiness. 
, 
. . . . 
Tv’aT» .r« aT,’c. 
t-------- > 


V ISITS PA R EN TS 
Robert Field, of Rochester, N. 
Y., w as the w eek end gu est of his 
parents, Mr. and M rs. F. F. Field, 
F ifth avenu e. 
Also a gu est a t the Field hom e 
is another son, R ichard Field, of 
Springfield, M ass. 


C attle 
raising 
oldest indu stry. 
is 
A rgentina’s 


Sck ipano Nu rsery Co. 
• 
La ndsca pe Desij;ners a nd 
Pla nters 
• 
1120 Pa. Ave., W. 
Phone 138 3 


W. B. A. M EETIN G AND 
T U R EEN SU PPE R 
R e\iew No. 4, W om an’s Benefit 
Association, will hold its regu lar 
m eeting a t eight o’clock T hu rsday 
ening in the S. F. of A. hall, pre­ 
ceded by a six o'clock tu reen su p­ 
per. 
All m em bers are ask ed to be 
on hand. 


FIR ST M EETIN G O F 
CATHOLIC DAUGHTERS 
All Catholic D au ghters are re­ 
minded tha t the first fall m eeting 
is to be held this evening a t eight 
o’clock 
a t 
the 
Philom el 
Clu b. 
There will be a discu ssion of the 
y ea r’s activities and a large a t­ 
tendance is hoped for. 


B A R N H A RT-K ELLN ER 
M ARRIAGE ANNOUNCED 
K enneth W. B arnhart, 501 Cone- 
w ango avenu e, and E rm a E. Kell­ 
ner, of Bu ffalo, N. Y., w ere u nited 
in m arriage on Satu rday, A u gu st 
17, in Bu ffalo. 
A fter a w edding trip to New 
Y ork C ity and Boston, M ass., Mr. 
and M rs. B a rnha rt will be a t home 
at 105 Lincoln avenu e, this city. 


Successful Pa rty Is 
Held a t Co untry Club 


A very pleasant pre-holiday din- 
ner-dance was held a t the Cone- 
w ango Valley C ou ntry 
Clu b 
on 
S atu rday evening, w ith abou t 8 5 
m em bers and ou t of tow n gu ests 
attending. 
Mu sic for dancing w as provided 
by Gayle Browne’s O rchestra from 
E rie and the clu b w as prettily de­ 
corated w ith fall flow ers. 
O u t of town gu ests w ere Mr. and 
M rs, Richard 
S tew art, Cleveland, 
O.; John S tew art and George Mc­ 
Donald, of C hau tau q u a, N, Y.; Mr. 
and Mrs. G. A. Leonard, of Canton, 
O.; Miss Jane A llen and 
H enry 
MerrjTOont, H arrisbu rg; M rs. Al- 
den M acDonald, Miss E leanor M ac­ 
Donald, 
Alden 
M acDonald, 
and 
R obert M orrison, New York City; 
Mr. and 
Mrs. 
Glenn 
Brock w ay, 
S hak er H eights, 
O.; 
Miss 
Jean 
Welch, New York City; K enneth 
Forbes, M anhassett, Long Island; 
Mr. and Mrs. W alter Reed Sm ith, 
F orest Hills, L. I. 


and Mrs. E. M. Breed a t their cot­ 
tage a t Bon-A yre. 
N ew m an’s 
brother, 
Dr. 
Leonard 
Rosenzweig, and fam ily, a t N orth 
W arren. 
HOM E FROM FLORIDA 
M rs. R. S. Dawson and two chil­ 
dren 
and 
M rs. Law son’s sister, 
M iss Lillian Larsen, W ayne street, 
have retu rned from a pleasant trip 
to Florida, w here they visited their 
sister and brother-in-law . Dr. and 
M rs. W. G. Phillips. 


Dr. W. C. Helmbrecht 
Opto metrist 
W arren Savings Bank BIdg. 
Ey es Ex a mined 
Gla sses Fitted 


FR IE N D SH IP BIRTHDAY 
CLUB PLA N S M EETIN G 
The m eeting of the Friendship 
B irthday 
Clu b 
will be held at 
L ou nsbu ry’s C om ers, 
Elk 
tow n­ 
ship, on W ednesday, Septem ber 11 
The m eeting w as postponed 
be- 
cau se of a fu neral. 
All members 
! are u rged to be present on the new 
, date to honor the birthdays of Mrs, 
Belle Chalm ers, Mrs. Minnie Gage 
and M rs. M abel Gardner. 


Co mplete Ca r Serv icing 
Ex pert Lubrica tio n 


Tea rso n-Peterso n 
^ 
Serv ice Sta tio n 


R EB EK A H LODGE 
M EETIN G AND PARTY 
T here w as a good attendance for 
the F riday night m eeting of the 
Lady W arren Rebek ah Lodge and 
all enjoyed an evening of games, 
for which prizes were aw arded’, 
afterw^ard. 
The com m ittee served 
refreshm ents to conclu de the even­ 
ing. 
On F rid ay night of this week , 
lodge will be called at eight o’clock 
and it Is hoped tha t all mem bers 
will be in attendance. 


J a ne J uline Will Be 
Bride o n September 21 


M rs. George Ju line, 224 Canton 
street, entertained abou t 25 friends 
a t a ijridge-tea Su nday afternoon, 
from tw o u ntil fou r o’clock , a t the 
Philom el Clu b, to annou nce 
the 
com ing m arriage of her dau ghter. 
Miss Jane Ju line, to Neil MacDon­ 
ald, son of Mrs. Jennie MacDonald, 
213 P a rk e r street. 
The wedding will tak e place on 
Satu rday^ Septem ber 21. 
O u t of tow n gu ests were 
Mrs, 
P au l M u lheim , of M ercer; 
Miss 
Anne Sandrock , of 
Jack sonville, 
Fla.; M rs. R ichard Ju line, of Erie. 


AT LUND A H L HOME 
M r. and Mrs. H. S. Lu ndahl, of 
M ain avenu e, have had as their 
gu ests for the past few days Mr. 
and M rs. F. A. Johnson and dau gh­ 
ter, K arlyn, of Trafford, Pa.; Mrs. 
G u st Anderson, of Wilcox; Mr. and 
M rs. Alfred Anderson, 
of North 
E ast. 


W EEKENT) IN NEW BU RY 
M r. and Mrs. H erbert Cohan, 
w ith their sons, Boyd and Carl, 
and their fam ilies, and another son, 
George, 
spent 
the 
week end 
in 
N ew bu ry visiting H erbert C ohan’s 
brother, H arry. 
'The local m an 
w as a form er resident of tha t sec­ 
tion and greatly enjoyed the op­ 
portu nity to visit w ith old friends. 


LEAVE FO R SOUTH 
Com m ander 
and 
Mrs. 
A. 
R. 
Schofield, w ith their son, Dick ., ex­ 
pect to leave tom orrow for Florida, 
w here they expect to spend some 
tim e. 
A grou p of friends entertained a t 
the W om an’s Clu b S atu rday eve­ 
ning, giving a farew ell party in 
their honor. 


LEA V ES FO R E A ST 
M iss E leanor M acD onald left last 
evening for N ew Y ork City, a fte r 
having spent the w eek end here 
w ith her m other, M rs. Alden M ac­ 
Donald, M ark et street. 
M rs. M acDonald and son, Alden, 
expect to leave tom orrow for their 
hom e in New Y ork a fte r spending 
the su m m er m onths in W arren. 


A labam a, A rk ansas and Geor­ 
gia are the chief dom estic sou rces 
of alu m inu m . 


The w arm su lphu r springs of 
B ath, V irginia, discharge 350,000 
gallons of w ate r an hou r. 


LOCAL FAM ILY 
IS EN TER TA IN ED 
Mrs. M erle Schw eitzer retu rned 
to W arren Su nday a fte r spending 
the past week w ith Mr. and Mrs. 
George D etrick , of Beaver Falls, 
Mr. 
Schw eitzer 
and 
dau ghters, 
Jean, B etty and K atherine, drove 
to Beaver F alls S atu rday evening 
and w ere entertained a t a com 
and w iener roast a t the D etrick 
cottage a t Riverside, attended by 
fprty gu ests. 
D u ring her visit, 
M rs. Schw eitzer w as entertained 
by Mr. and M rs. W illiam Gilmore 
and by Mr. and M rs. George Wil­ 
son, of Beaver Falls. 


BIRTHS 


AT M A TERN ITY 
Mr. and M rs. N orm an Nelson, 
of Lu dlow, are the parents of 
a 
son 
w eighing 
six 
pou nds, 
15^4 
ou nces, bom a t 7:52 a. m. Su nday. 


TA K E SPEC IA L COURSE 
IN CATHOLIC W ORK 
The M isses M artha G antz and 
Jane Sm erk er, of W arren, w ith the 
M isses M ary R lchw alsk y and Eloise 
O’Leary, of Sheffield, retu rned last 
evening a fte r a ten-day m otor trip 
throu gh the west. 
F or the p ast w eek they have a t­ 
tended a Su m m er School of C atho­ 
lic A ction In Chicago, 111., w here 
they m ade their headq u arters a t 
the H otel M orrison. 


M rs. J. M. H ost, W ilm erding; Mr. 
and M rs, Eu gene, 
T u rtle 
Creek ; 
H arry H ost, 
Tylersbu rg; 
Wesley 
H ost and L. B. Host, Newmans- 


STO N EBERG FAM ILY 
The second annu al gathering of 
descendants of the Stoneberg fam - 
ville; Percy H ost and fam ily. Neb- ily w as held a t the su m m er hom r 
rask a; Mr. and Mrs. Ralph Moh- 
ney, Erie. 


N A TH A N IEL S. HOLT 
N athaniel Sill Holt, of Ak eley, 
passed aw ay a t his home Monday 
m orning a t 8 :30 o’clock after an 
extended illness. 
He w as 54 years 
of age. 
Mr. H olt w as a m em ber of the 
Ak eley M ethodist chu rch, the A k e­ 
ley G range and w as a past m aster 
of both the A k eley and W arren 
cou nty Pom ona Granges. 


of Mrs. 
Selm a R e tterer on the 
Conewango Su nday. 
A t this gath­ 
ering it w as voted to m ak e this an 
annu al event, to be held a t the 
sam e place on the first Su nday in 
Septem ber, and officers w ere elect­ 
ed. A bou t 40 relatives w ere present 
from Cleveland and B'arberton, O., 
Jam estow n, N. Y., S tarbrick and 
N orth W arren. 


PILO T IN JliK K D 
A thens, Sept, 3- -(/P) 
A small 
He also j plane plu nged abou t 50 feet to the 
had served as state depu ty of the ! grou nd as it cam e in for a landing 
G range, 
| a t the airport here, seriou sly inju r- 
He is su rvived by his wife, Hallie 
Ing the pilot, Rom ie Gu stin, 34, of 
G, Holt, and the following children: } Elm ira, N. Y. 
He w as tak en to 
Cecil, Donald and Norine Holt, all 
I P ack er H ospital in Sayre, where 
of Ak eley; R ichard Holt, of Bu r- | physicians said his right arm and 
gettstow n; H ow ard Holt, of Bias- | leg were brok en and he had a pos- 
dell, N. Y., and Charles Holt, of i sible fractu red sk u ll. 
The accident 


R ETU R N FROM EA ST 
Mr. and M rs. J. H. W est, 114 
M ain avenu e, have retu rned from a 
w eek ’s vacation a t L ak e Ersk ine, 
N, J., w here they w ere gu ests of 
Mr. and M rs. T. C. M antó n, of 
Tenafiy, N. J. 
They w ere accom panied home to 
H u bbard, O., by Mrs. A. J. E. M an­ 
tó n, their dau ghter, and tw o grand­ 
sons, H erbert and Roger, who had 
spent the m onth of A u gu st a t the 
lak e w ith the elder M antons. 


M O O D Y . . . IRRITABLE? 
• Don’t stive In to sympto­ 
matic periodic pain and dls- 
comiorl 
Tak e 
CHI-CHES- 
TERS PILLS as directed. Ab­ 
solu tely safe. No dru gs nor 
narcotics. Have helped thou - 
! sands ol women resign 
KQ¿ 
» from "The, Look -of- 
V the-Month Leagu e", 
a nd up 


CHI-CHES-TEflS DIAMOND D l l I c 
BRAND . r l l l j 


SHOES 
BOOT 
FROM 
COOK’S 
SHOP 
FA L L 19 40 
P^oot Savers, 
M atrix, 
College- 
bred, 
V arsity 
“58 ”, 
Selby 
Arch 
Preservers, W alk Overs, Dr. Lock e 
and others. 
New samples, sm all 
sizes. 
9 -3-lt 


EA GLES SE R IE S OF GAMES 
A dm ission 30c, W ednesday, 8 :30 
p. m. 
9 -3-11 


EA G LES SER IES O F GAMES 
A dm ission 30c, W ednesday, 8 :30 
p, m. 
9 -3-lt 


^ H « lp ■ttild u p IlM lsiane« 
FEMALE 
FUNCTIONAL 
COMPLAINTS 
Try Ly dia E. Plnkha m's Veg eta ble 
Co mpo und to help reliev e mo nthly 
p a in , h ea d a ch es, ba ck a ch e a nd 
ALSO ca lm Irrita ble, restless nerv es 
due to such functio na l dlso rdere. 
Plnkha m's Co mpo und Is 
a imp ly ma r- 
velo us to help build up resista nce 
fo r such wea k, tired wo men. Try It! 


PEACOCK BEDSPREAD 


Give 
old 
or new 
bedspread a 
splash of color w ith this gloriou s 
peacock m otif. 
Ju st a fe wsimple 
stitches 
are 
req u ired. 
P atte rn 
2602 contains a transfe r pattern 
of a m otif 15 x 19 % inches, two 
3% X 4 and three 2 x 2 inch m o­ 
tifs; illu strations of stitches; m a­ 
terials req u ired; color chart. 
Send ten cents in coin for this 
pattern to Tim es-M irror, Needle- 
craft Dept., 
8 2 
E ighth 
Avenu e, 
New York , N. Y. 
W rite plainly 
PA TTERN 
N UM BER, 
y ou r 
NAME and A DDRESS. 


Everybody reads the Tim es-M irror. 


N orth W arren. 
Also su rviving are 
one sister, M rs. Edith Crook s, of 
Randolph, N. Y.; his stepm other, 
M rs. M innie Holt, of Salam anca, N. 
Y.; fou r grandchildren and several 
nieces and nephews. 
F u neral 
services will 
be 
held 
from the hom e on W ednesday af­ 
ternoon a t 2:30 o’clock , w ith the 
Rev. R. S. Naylor, of the Ak eley 
M ethodist chu rch, officiating. 
In­ 
term ent will be in Pine Grove cem ­ 
etery a t Ru ssell. 


W ILLIAM E. PIE R C E 
Sheffield, 
Sept. 
3 
W illiam 
E. 
Pierce, 
retired 
lu m berm an, 
died 
abou t 7 :30 o’clock Su nday evening 
a t the Ew ings residence in H a st­ 
ings. 
A cou sin of Mrs. Ew ings, 
Mr, 
Pierce 
had 
pu rsu ed 
woods 
w ork all his adu lt life u ntil 19 37. 
w hen he retired. 
He w as bom a t 
Fisher, Pa., on A u gu st 20, 18 64. 
Su rviving besides the cou sin at 
whose home he died are a son, 
Miles, of E rie, and several nieces 
and nephews. 
Rev, Ivan E. Rossell, pastor of 
the Sheffield M ethodist chu rch, will 
condu ct 
fu neral 
services 
in 
his 
m em ory a t 9 o’clock W ednesday 
m orning, from the Borden fu neral 
home, Sheffield. 
Interm ent will be 
made in the Sheffield cem etery. 


occu rred late yesterday. 


The high pow er m icroscope was 
developed in 18 35. 


Except for narrow coastal bo*> 
ders, G reenland is entirely cov­ 
ered by a vast ice cap. 


To Go "Bu y" 
Q U A K E R 
SUGAR 
PURE 
CANE 


R f F I N E O I N THE U N I t E O StATÉiS 


PRIZE WINNER 


W A R E E N , 
. T I M E S - M I K K O B , ' T U E S D A Y , S E P T E M B E R 3 , 1 9 4 0 


V 
JBJ £4 


BiUKramer Sparks Academy to WinOyerBlue and White 


Tallies Thrice After 
Dragons Hold Lions 
Scoreless For Half 


AERIAL ATTACK! 


POS 
ACADEMY 


Wolfe 
RE . .W. Krivonak 


Bperry 
RT 
Kaiser 


Ken Patchen . .RG 
Traut 


Fredericks "... 
Keith Patchen LG 
M. Ebert 


GOLF CROWN IS 
AGAIN SNATCHED 
FROM SAM SNEAD 


Business Message 


Huffman .. 
Karl 
Tamburine 
Brown .. . 
Landers ... 
Speidel .. 
Erie 


,.LT 
C. Ebert 


,.LE 
Tucker 


,.QB 
Manross 


,.RH 
Schwindt 


..LH 
Kramer 
. .FB .. P. Krivonak 


0 0 18 
G—24 


Substitutes: 
Erie—Beatman, 


Pasterli, Hendler, Raboski, Holl- 
and, Urich, Johanssen, Franzkow- 
ski, Recker, Hewitt, Downey, Ver- 
ga 
Warren—Graham, Rydholm, 


Nichols, Zahranski, Niederer, Dick 
Johnson, "Spinner" Johnson, Hard- 


'officials: Williams, Corry, ref- 


eree; Moore, YoungsviUe, umpire; 
Myers, Corry, head linesman. 


Held even-Stephen throughout 


the entire first half by the dog- 
o-ed resistance 
of a 
courageous 


Warren High line, Erie Academy's 
Lions launched a second-half aer- 
ial attack which blitzkneged the 
local secondary 
and gave 
the 


Drakemen a 24-0 victory before a 


Ramsey i iarge Labor Day crowd at Rus- 
' OT—* sell Field. 
Virtually impotent 
on offense, 


the Dragons gained only 41 yards 
by rushing plays and ended up 
with a net loss of two yards while 
the Lions outran and outpassed the 


I locals to a fare-thee-well. 


Hershey, Pa., Sept. 3— (£»)— 


Byron Nelson, of Toledo, O., to- 
day joined the select handful of 
professional golfers who have won 
both the medal and the match play 
championships 
of 
the 
United 


• STANDINGS 


AMERICAN 


W 


Cleveland 
75 


New York 
71 


Detroit 
72 


Boston 
69 


Chicago 
65 


Pittsburgh 
64 


Philadelphia 
47 


NATIONAL 


W. 


Cincinnati 
80 


Brooklyn 
72 


St. Louis 
Pittsburgh 
New Yoik 
Chicago .. 
Boston 


.64 
.64 
.62 
.63 
.53 
.1-1 


L. 
52 
55 
56 
60 
61 
59 
74 


L. 
46 
53 
58 
59 
62 


81 


STATISTICS 


W. 
A. 


First downs 
2 
11 


Gained rushing 
41 145 


Lost rushing 
43 
3 


Net rushing 
-2 142 


Passes tried 
7 
16 


Completed 
1 
9 


Gained passing 
13 130 


Intercepted by 
2 
2 


No. of punts 
11 
6 


Average punt 
26 
29 


Yds. returned by 
73 
61 


Fumbles 
3 
2 


Own fumbles recov. .. 2 
0 


No. of penalties 
1 
5 


Yds. lost penalties ... 5 40 


Stats. 
Nelson, open king in 19;>9, won 


the P. G. A. title yesterday by de- 
feating Sam Snead by one hole 
in a rousing 36-hole final that 
wound up in a blaze of brilliant 
shots. 
Snead is still wondering how he 


lost 
The West Virginia slugger 


has'dropped a lot of big tourna- 
ments before by folding up at 
critical moments but this time it 
was different. 
Sammy shot a final round 68, five 


under par, and it didn't do him any 
good. Said Sammy sadly: 
"I don't know what I have to do 


to crash m there. I gmess I'll just 
never win a big one. 


. 
" 
1 


Pet. 
.591 
.563 
.563 
.53=5 
.516 
.520 
.388 


Pet. 
.635 
.576 
.525 
.529 
.500 
.435 
.421 


INTEKNATIONAJL 


W. 
L. 


Rochester 
89 


Newark 
84 


Baltimore 
75 


Jersey City 
73 


Montreal 
73 


Buffalo 
70 


Syracuse 
66 


Toronto 
53 


56 
63 
70 
70 
76 
77 
79 
92 


Pet. 
.614 
.571 
.517 
.510 
.490 
.476 
.455 
.366 


Big Bill Kramer was the loudest 


roar out of the Lion pack, the fleet 
back scoring three of the 
four 


Academy touchdowns. Shortly aft- 
er, the second half got under way 
Kramer chucked a pass to Pete 
Krivonak which gave Academy a 
first down on the Warren 20. In 
two plays Manross, former War- 
ren youth, went to the three-yard 
line and Kramer banged over in 
a couple of attempts. 


Within two minutes the Drake- 


men had their second touchdown 
when Kramer took a punt on the 
Warren 40 and 
high-tailed 
it 


around right end for the remain- 
ing distance. Bill's 
third 
score 


came on a long pass from Man- 
rccj, who chucked it xrom the War- 
ren 35 alter Mai Ebert had recov- 
ered Nichols' fumble. 
Schwindt than took 
over 
the 


YESTEBDAY'S SCORES 


American 


Chicago 2-4, Detroit 1-0. 
St. Louis 2-3, Cleveland 1-0 
Washington 1-5. Boston 0-4 
New York 6-0, Philadelphia 3-3. 


National 


Philadelphia 11-6, New York 2-5. 
Boston 7-2, Brooklyn 6-6. 
Pittsburgh 5-1, Chicago 2-7. 
Cincinnati 2-4, St. Louis 1-7. 


International 


Montreal 4-3, Buffalo 3-0. 
Rochester 9-11, Toronto 0-6. 
Baltimore 11-4, Syracuse 10-9. 
Newark 4-1, Jersey City 3-11. 


SUNDAY'S SCORES 


American 


New York 3-3, Washington 2-0. 
Cleveland 7, Chicago 4. 
St. Louis 8, Detroit 2. 


National 


Boston 2-10, Philadelphia 1-0 
Cincinnati 6-2, Chicago 5-1. 
Brooklyn 4-7, New York 1-3. 
Pittsburgh 10-5, St. Louis 0-5. 


International 


Buffalo 3-1, Montreal 2-0. 
Toronto 3-0, Rochester 1-0 
Baltimore 11-7, Newark 2-fi. 


SCOTCH 


passing duties and with Hewitt, re- 
serve wing on the catching end, 
hurled the Lions forward on a sus- 
tained drive from midfield until 
they got to the three yard 
line 


where Pete Krivonak passed 
to 


Schwindt for the touchdown. None 
of the tries at 
conversion was 


good, three being attempted place- 
ments. 
Although Academy, 
with 
a 


i heavy, experienced team of veter- 
ans, was an odds-on favorite 
to 


win, Dragon followers were treat- 
d to an unexpected tiirul in the 
irst two quarters as the Blue and 
AThite forward 
wall refused 
to 


give an inch and hurled back ev- 
iry line plunge with a show of 
itubbornness that earned them a 
.remendous ovation as they trotted 
from the field at half-time. 
It was Walt Fredericks, only re- 


urning regular, who bore 
the 


brunt, the tall center hurling him- 
self into every play he could reach 
;and some he couldn't) and gen- 
erally coming up with some por- 
:ion of a blue and gold clad Lion. 
Jack Karl and Don Wolfe, on the 
terminals, slashed 
through 
time 


after time to catch plays from be- 
hind, while the 
Patchen 
twins, 


Keith and Ken, Vic Huffman and 
Sperry handed out all they took 
and more with it. 
But in the end, experience told. 


Heady direction of play by veter- 
an Manross soon sent the Lions in- 
to the air 
and 
Schwindt and 


o, Chicago * 


New York 7, Washington 
Boston 10, Philadelphia 6 
Detroit 6, St. Louis 1. 


National 


Cincinnati 5, Chicago 4. 
Boston 6, Philadelphia 4. 
Brooklyn 7, New York 6. 


International 


Rochester 5, Buffalo 3. 
Jersey City 6, Syracuse 2 
Montreal 7-6, Toronto 1- 


TODAY'S GAMES 


American 


Detroit at Chicago. 


Only game scheduled. 


CAFFREY LIMITS 
STATE TITL1STS 
TO DUO OF HITS 


The 
Natrona 
state 
semi-pro 


champs proved to be just another 
ball 


Yanks Finally Pass 
Tigers And Gain On 
Floundering Indians 


team to Bill Caffrey and the 


National Forge club Sunday aft- 
ernoon as "Pinky" let the tithsts 
down with two hits and the Irvine 
crew came out on top 3 to 2. 


Caffrey and Cusimano each got 


a pan of hits to leave the seven- 
slug attack on Zema. 
It was Joe Nagle Day at Wilder 


Field, the veteran mflelder receiv- 
ing several valuable gifts as well as 
a purse of money. 
Natrona took a 2-1 lead in the 


fourth, with the Forge coming 
back in the same frame to square 
matters. 
Caffrey won his own 


ame in the sixth by clouting home 


the thud run. 


Natrona 


AB R H O A E 


Dunn. 2b 
4 0 1 2 6 0 


Ruthowski, c ...4 1 1 4 0 0 
Fullerton, rf 
2 0 0 0 1 0 


Kocon, Ib 
3 1 0 12 2 0 


Stanczak, cf 
3 0 0 1 0 0 


H Mahszenski, If 4 0 0 2 0 1 
E Mahszenski, 3b 3 0 0 1 2 1 
Re/,ak, ss 
3 0 0 2 t 0 


Zema, p 
1 0 » ° 2 ° 


zBerak 
1 0 0 0 0 0 


z z Sterezak . . . . 1 0 0 0 0 0 


Yesterday's Stars 


m 
-r, 


BY JUDSON BAILEY 


Associated Press Sports Writer 
The American League is head- 


ing for its wildest windup in mod- 
ern history. The big Labor 
Day I 
v CI-uull 
x».ci"i<;«.y 
""^ ~ 


blow 
off, which 
incidentally I ^uker Browns—Former beat In- 


brought out 264,000 fans—173,000 


By the Associated Press 


Vernon 
Kennedy 
and 
Elden 


in American League parks — 
about raised everybody's tempera- 
ture to the boiling point. 


Both the Cleveland Indians and 


Detroit Tigers 
dropped double- 


headers while 
Yankees split 


the 
with 


New 
York 


the Athletics 


before 69.940 fans at Yankee Stad- 
ium.The woild champions thus mov 


, 
m flrst game with seven-hit 


pitching and made thiee hits him- 
self; latter held American League 
leaders to five safeties m night- 
cap.Danny Litwhiler and Bob Bra- 
gan, Phillies—former batted in si* 
runs with thiee hits, including 
, grand slam homer in first garm 


, iaeainst Giants and tripled for two 
J — * 
O 
., 
. , 


ed into second place by a slender 
peicentage margin, .5634 to 5625, 
over the Detroit Tigeis while the 
lead of the Indians over each now 
is 3V2 games. 
The National Laegue however 


has virtually awarded the champ- 
ionship lo the Cincinnati Reds. 


The fact that the Yankees' win- 


ning stieak finally was sliced at 
eight games may have furnished 
some encouiagement to their riv- 
als. With 
Leity 
Marius Russo 


pitching live-hit ball they had no 
trouble taUing the opener from the 


29 
2 


In ine 


AB R 


3 0 
3 0 


2 24 14 2 


Nagle, 3b 
James, Ib 
Wolfe, If 
3 1 


Rosequist, rf .. .4 
Momson, ss ... .3 
Massa, cf 
4 


Mark, c 
3 


Cusimano, 2b . . .4 


H O 
0 1 
0 12 


Caff icy, p 
3 


A E 
3 1 
1 1 
0 0 
0 
2 
01 
3 
3 


A's 6-3. They simply couldn't do 
anything with 
the 
"slider" 
of 


Johnny Babich in the nightcap and 
were shutout 3-0 on five hits. The 
outcome feave them a record of 14 
victories in 16 games during their 
home stand. 
Cleveland's collapse was 
an- 


other scalp to the credit of the 
St. Louis Browns, who have made 
life miserable for every club in the 
fiist 
division 
Vernon 
Kennedy 


held the Indians to seven hits in 
the openei and lapped out throe 
himself to lead the Browns to a 2-L 
triumph. In 
the nightcap Elden 


Auker 
submaiine-balled 
a 3-0 


in nightcap which Bragan decideo 
with homer in 10th inning. 


Sid Hudson, Jack Sanford ana 


Ken 
Chase, 
Senators—Hudson 


beat 
Lefty 
Grove 
in 13-inning 


hurling duel in first game, shutting 
out Red Sox and winning 1-0 on 
Sanfoid's single-; Chase spaced six 
hits and t.umccl seven to wm sec- 
ond game 


Tructt Scwell, Pirates, and Stan- 


ley Hack and Bill Nicholson, Cubs 
—Se\vell scoied his 13th victory 
with seven-hit hulling in opener; 
Hack nude thiee hits and Nichol- 
son batted m three runs with a 
homer in second session. 


While we were sojourning elsewheie foi A week a shoiL time ago, 


we noted that the city editor, -who took o^ei oui columnai activities 
durin^ our absence, unceremoniously gave up on the \ankees. 
waa not to be considered die oQoial notion of tins bureau, which 


'Manny" shelled the local back- 
field in submission. 


The Dragon backs were willing 


but a trifle too late in finding the 
openings in the line and occasion- 
ally had to pick their way through 


.sir own 
interference 
before 


sating i—a <_r.azr.y. 
Both mentors sent in frequent 


substitutes in the last two per- 
iods, 


MINOR LEAGUES 


•4 


Byron Nelson 


Nelson simply outplayed Snead 


at the important time. 
He had 


the championship almost on ice 
for a time, hovering around a two 
or three hole advantage, and then 
in the home stretch got caught in 
Snead's final and gallant try. 


Sammy pulled even with Nelson 


on the 30th hole. Grinning broad- 
ly, he looked like the Snead who 
came down the 72nd at Spring Mill 
the U. S. Open championship in his 
pocket—then took an eight. 
He 


went ahead for the first time in 
the day at the 32nd where a bir- 
die putt dropped 


They 
came through the 33rd 


fouis and then Nelson 


WCVO 
j-HJL 
LW 
kJ-w 
^w,kikj-».»_+'— j- •—>-* 
•*--"--^ 
— 
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, 
clung yet to that ray of hope which beats eternal in the human oreast, 
and from the looks of things this afternoon we still have a chance. The 
Yanks are coming! Three and a half games off the pace and breathing 
on the necks of the Indians, the Bronx Bombers have risen from 12 to 
1 underdogs two weeks ago to 3 to 1 m the Broadway book. Mean- 
while it looks as if the dissension-torn Tribe is about ready to fall 
down' in the stretch—two of their victories were dumped in their laps 
by Chicago's Luke Appling, and Bobby Feller has twice been called in 
to save the bacon for his henchmen, who couldn't hald their margins. 
Could be! Especially with the Tigers and Indians due to face each 
other a dozen times before the end of the season. 


We weren't at all disappointed at the showing made by the Dragons 


in yesterday's encounter. Frankly, Ave expected the affair to be a 
complete rout after looking over the starting lineups and seeing a host 
of familiar names on the Academy roster, and we were agieeably sur- 
prised at the pluck of that inexperienced forwatd wall of the Blue and 
White 
No matter how heavy the opposmg Une, it's going to have 


plenty of trouble shoving the Dragons around this season, and when 
those boys get a game or two under their belts they'll look even better. 
And the backfield may develop, too. We liked the looks of Floyd 
Landers, who needed only a little interference to show his heels to the 
pack and Speidel, who plunges pretty well after he gets in motion 
"Sting" Brown, who also suffers only from inexperience, showed flashes 
of power similar to that displayed last season by his brother, Harold, 
high scorer of the district We think you'll notice a difference after 
another week of drills. 


The latest dope on the semi-pro football team is that everything is 


okey-dokey. There is little doubt that the Red Jacket equipment will 
be purchased by a couple of public-spirited business men for the team, 
the club to pay them back from the take at the gate. The gentlemen 
who are putting up the dough (and who will be named later) have 
dickered for the outfits at a price which will partially take care of the 
creditors, who got a honing a couple of years ago and previously, with 
the understanding that the uniforms will eventually become the prop- 
erty of the town team. That, you will recall, was the supposed basis 
on which the ball field canvas was also purchased, but this time the 
boys are willing to keep the uniforms for the team as a whole and not 
as individuals. In other words, these lads are going to cooperate with 
the backers for the benfit of the sports life of Warren and not for a 
few paltry bucks they might stuff down in their jeans 
You can take 


this writer's word for it that their spmt is well woith your patronage 
and any break you can give them. 


30 3 7 27 13 3 


z- Batted for Kocon in 9th. 
77. Batted for Stanczak in 9th. 


Nauona 
000 200 000—2 


livmc, 
100 301 OOx—3 


Runs batted in—H. Malizenski 


2 
Rocaquist, Cusimano, Cafrrey. 


Two base hits—Wolfe, 
Cafrrey. 


Three 
base 
hit—H. 
Malizenski. 


Stolen bases—Dunn, Nagle, Mack. 
Sacrifice 
hits—Fullerton, 
Massa. 


Double play — E. Malizenski to 
Dunn to Kocon. 
Base on balls- 


off Zema 4, off Caffrey 3. Struck 
out_by Zema 1, by Carey 9. Um- 
pires—Larson ana Anderson. 


BEARS DOWNED^Y 


STEELERS AT ERIE 


with par 
turned loose a thunderbolt. 
He 


ripped a smashing tee shot, cut a 
short iron four feet from the pin 


Bouh poured 


them. 
stiff. 


oi\ 


YEARS AGO IN SPOJRTS 


September 3, 1920 — Ty Cobb's proposed exhibition tour of the Pa- 


cific coast cities this winter hangs in the balance. If the Georgia Peach 


forth in hin old-binc luocre, he — on'c bo an attraction any- 
3 no lcn»cr a u.zi. T^ " 3^ & S*~-~ p^yei. 
Thp public 
It cces no. 


c— i't "•il 
a~~ 


is aekie. 2c 
only LO jee 'c. jc*.r who *s a a>~i 
- - - - ' - 


Byron pitched his next 


It bit into the green, one 
. 
foot from the cup for a sure birdie 


National 


St. Louis at Cincinnati 


Only game scheduled 


International 


Buffalo at Montreal. 


Rochester at Toronto. 


Syracuse at Baltimore. 


Jersey City at Newarl 


TOMORROWS GAMES 


New York at Washington. 


Philadelphia at Boston. 


Cleveland at Detroit. 


St. Louis at Chicago 


National 


Pittsburgh at Cincinnati (night 


Chicago at St. Louis (night). 


Boston at New York. 


Brooklyn at Philadelphia 


(night). 


International 


Buffalo at Toronto. 


Syracuse at Baltimore. 


"Jersey City at Newark. 


By the Associated Press 


American Association 


Kansas City 10-0, Milwaukee 7-3 
Columbus 7-6, Toledo 3-5. 
St. Paul 5-5, Minneapolis 2-7. 
Louisville 3, Indianapolis 2. 


Interstate League 


Reading -1-5, Allentown 1-1. 
Wilmington 4-2, Trenton 2-7. 
Lancaster 
6-3, Sunbury 6-4 


(first game called in 12th to per- 
mit teams to travel to Sunbury). 


Harrisburg 3-4, York 2-3. 


j DECIDINGJUNIOR 


LOOP GAME CARDED 


The Sheffield and Warren Junior 


League teams will meet in the fin- 
al game for the county title tomor- 
row night at 6-30 o'clock at the 
State Hospital diamond. 


Each team has taken one series 


game. 
Members of the local team are 


asked to report at Russell Field no 
later than 5:15 o'clock. 


BIG AS IT'LL. GO 


Cincinnati — The Reds cannot 


enlarge Crosley Field for the world 
series. All available space was 
used up last year. 


The Appalachian mountains ex- 


tend from Newfoundland to Ala- 


three. 
It was the best shot he made in 


209 holes of play in this tourna- 
ment, Nelson said, coming from a 
bad He. Snead, on in two, rapped 


25-footer into the cup and it 


bounced out, hanging on the lip. 
That was the break of the match. 


They halved the 35th and then 


Byron dropped a three iron only 
five feet past the pin on the home 
hole. Snead hit a lazy shot that 
soared off to the right and just 


made the collar 
of 
the 
~wii. When Snead's chip failed 
to hole out, Byron putted to get 
close and his three halved the hole 
and ended the match. 
Nelson got $1,100 for first prize, 


but the win meant a good deal 
more to him than that, in con- 
tracts, entrance fees in tourna- 
ments for the next year, and so 
forth. 
Snead pocketed 5600 and 


for care to 'gaze upon the sensations of yesterday. The man of the hour 


gets their attention and their coin. 
September 3, 1930—Robert K Offerle broke the course record at 


the American Legion Tom Thumb mite links Saturday evening, when 
he turned in a card of 35 for the 18 holes 
Bob has been hitting around 


40 since he took up the pastime. He started out rather hazily, taking 
a 3 on the first two holes, but soon picked up his stnde 
Bob Ritchie 


and Gerald Ostergard were playing with Offerle at the time. 


Spaikcd by Boycl Brumbaugh, 


former Duauosne University star, 
the Pittsburgh Steelers upset the 
favored Chicago Bears, 10-9, in an 
exhibition pro football game 
at 


Erie Saturday night. An estimat- 
ed 10,000 viewed the game, staged 
as a child health benefit by the 
Erie St. Vincent de Paul Society. 


The Bears, 2-1 favorites to win 


the game and a ruling favorite to 
succeed the Green Bay Packers as 
the professional league champions, 
went into a lead in the 
scoring 


early m the first period when a 
long punt by Sid Luckman soared 
over Thomasetti's head and was 
downed on the 2-yard line. A few 
minutes later a pass, Luckman to 
Plasman, carried 
the 
last two 


yards for a touchdown. 


Long smashes into the Ime by 


Brumbaugh and a pair of passes 
by Billy Patterson sent the Steel- 
ers across for the tying touch- 
down in the second quarter. 


A field goal by 
the 
veteran 


Armand Niccolai from the 21-yard 
line in the third period sent the 
Steelers ahead, while a last-quar- 
ter safety, when a Pittsburgh punt 
was blocked, enabled the Bears to 
reduce the final margin to a slngte 
point 


W. H, HAiri£S TkOFitY 


IS AGAIN AT STAKE 


shutout, yielding only five safet- 
ies.The Tigeis met the same fate 
at Chicago, smashing to pieces on 
the hurling ol Bill Dietrich and 
John Rignty. Juliuo Solteu, bioke 
up the firat game with a single in 
the eighth tor a 2-1 decision. Rig- 
ncy shut them out 4-0 in the sec- 
ond game with just two hits. 


The most astounding pitching 


duel of the day, however, was a 
13-inning struggle between 
old 


Lefty Grove of the Boston Red 
Sox and young Sid Hudson of the 
Washington Senators. Youth fin- 
ally prevailed when Rookie Jack 
Sanford singled across a run in 
the 13th to win 1-0 for Washing- 
ton. The Senators also won 
the 


second game 5-4 in six innings. 
Paul Derringrer got his 18th vic- 


tory by holding 
the 
St. 
Louis 


Caidmals to five hits as the Cin- 
cinnati Reds captured the 
fiist 


game of their doubleh«ader 2-1. 
Mort Cooper balked with the bases 
loaded to let in the winning run. 
The Cards managed to hang on 
to third 
place by taking the 


nightcap 7-4. 
The Boston Bees squeezed out 


a 7-6 verdict over the Brooklyn 
Dodgers in an 11-tnning firat gaifte 
with Al Javery scattering three 
hits in 10 2-3 innings of relief 
pitching, but Brooklyn bagged the 
second game 
6-2 
behind 
Curt 


Davis, who homered for two of 
his runs. 
The Pirates whipped the Chicago 


Cubs 5-2 for Rip 
Sewell's 13th 


triumph, but dropped the night- 
cap 7-1. The Cubs broke up the 
latter ball game with five runs in 
the ninth when Debs Garms muf- 
fed a hot grounder with the bases 
loaded and Bill Nicholson homer- 
ed with one on. 
The Phillies won 11-2 and 
6-5 


SEMI - PRO 
TEAM WILL HOLD 
BRILL 
TONIGHT 


The semi-pro team which will 


succeed the Red Jackets as the in- 
dependent football alb action 
in 


this city will hold a dull this eve- 
ning under the diiechon oi then 
locenlly-appointcil co.iches, "Elmc" 
Wolfe, formerly oi Edmboro, and 
Jim Oiibome, cx-Penn rjtur. 
Arrangements tor the purchasa 


of the Red Jacket equipment have 
practically been completed, 
and 


two 
score candidates 
have an- 


nounced they will try out for the 
team. 
Fiank 
Sirianni, 
one 
of 
the 


prime movers of the group of ex- 
high stars, stated yesterday that 
the team will feature a very heavy 
and a fast pony backfield, 
line 
probably 
composed of 
"Lefty 


Check, Art McKeehan and others 
of their particular style. 
Of last 
year's Jackets, Harry Rosequist 
and Harry Wooster are expected 
to perform in the line. 


Definite announcement of 
the 


plans for continuing Sunday grid 
games in Warren will be announc- 
ed later hi the week. 


about 
green. 


Sports Round-wp 


BY EDDIE BREETZ 


New York, Sept 3—Up East 


ELKS AND CASEYS 


CLASHING TONIGHT 


The Fraternal League series will 


be resumed tonight at six o'clock 
on the South Side diamond when 


the knowledge 
swell 
battle 


that he 
Nelson 


put up a 
succeeded 


Henry Picard, of Hershey. Picard 
beat Byron m the finals last year 
at Pomonok, L. I. 


BREAK FOR CAGERS 


New York—Coach Clair F. Bee 


and the Long Island University 
basketball squad has sailed for 
Puerto Rico for its annual pre- 
season training tour. 


football coaches are investigating 
to find out how come five of the 
best prospects in the Boston area 
Hampshire 
Citadel in 


One of the 


and one from New 
have enrolled at the 
South Carolina . . - 
reasons Johnny Rucker is burning 
up the Giant outfield is that pretty 
"Dickie" 
daughter 


Stock 
of 
Mobile, 
(a 


of Milt, the 
ok1 
big 


leaguer) is in the grandstand regu- 
larly . . . Talk about reducing 
football prices, Willamette U. out 
in Oregon really slashed 'em—four 
bits gets you into any of the five 
home games and that includes tax 


. Plenty of dough being bet 


around town that Bob Pastor licks 
Billy Conn Friday night. 


NEVER TOO OLD 


Muskegon, Mich. — Bert 
Gin- 


man, 64 year old, went to the quar- 


the Elk= No. 1 team clashes with tor-finals of the Muskegon tennis 
- - " 
1-~- 
singles tournament this year. 


MONK MEYER IS COACH 
Honolulu—Monk Meyer, former 


Army backfield star, is coaching 
the service team at Schofield Bar- 
racks here. 


the K. of C. No. 1 combine. 


The Elks took the 
first game 


and the Caseys are out to square 
matters. 


FAMILY TRAIT 


Parkersburg, W. Va.—Joe Hem- 


sley, brother of the Cleveland back- 
stop, Roily, is catching in a local 
Ir.austricl league. 


Tides occur twice irs every 24 


hours end o2 r.--ir.utc:; 


One-Minute Interview 


Casel Stengel: "We have 
the 


in exhibitions and lecturing to 
youngsteis in track and field clin- 


.. Headline in a Chicago pap- 
"Dykes Fined $50 for — You 


ics 
er: 
Know What" . . . Johnny Petro- 
vich, the California high school 
sensation, who has been banned 
from playing: at Southern Califor- 
nia and U. C. L A. by G Man 
Atherton, can still go to Montana 
or Idaho— if he is so crazy about 
playing . . . They say Vanderbilt 
has the finest freshman crop in 


team of tomorrow, provided we 
don't have to peddle any of our 
players to stay away from that 
red ink bottle . . . It's 3 team that 
should be good for ten years of 
high class baseball." 


"We Want Cuyler" 


Chattanooga fans are threaten- 


ing to lynch Owner Joe Engel if 
he doesn't bring Hazen 
(Kiki) 


Cuyler back to manage the Look- 


the Southeastern Conference this 
year. 


Today's Guest Star 


John 
P. 
Carmichael, Chicago 


Daily News. "The best story of 
the 1940 baseball season may pop 
out of Cleveland this winter—a 
story that Owner Alva Bradley of 
the Indians is unable to find any- 
body to manage the team next 
.year and is calling for volunteers". 


Selected Shorts 


The gallery at the P. G. A. final 


yesterday got a laff when a pro- 
gram vendor went around holler- 
ing, 
"you can't tell Snead from 


Nelson without a program." . . . 
Beg Pardon Dept • It was Buster 
Maynard and not George (Old 
Faithful) Ferrell who was voted the 
most popular member of the Rich- 


The William H. Haines Memori- 


al Trophy, presented in honor of 
the late well known Warren arch- 
ery enthusiast, will be at stake 
once more when the fourth annual 
Dunkirk Open archery tournament 
begins next Sunday morning at the 
Memorial 
Park, 
Dunkirk. 
The 


tourney opens at 9:30 o'clock. 


The Haines trophy for men's 


high American was presented by 
Mrs. Harriet Haines Wade, of this 
city. 
Also at stake will be the 


Dunkirk Chamber of Commerce 
trophies for men's and women's 
high scores. 
There will also be a first and sec- 


ond in each senior event as well 
as group awards. 


The men will shoot a Hereford 


round in the morning and the 
women and junior boys a National 
round. In the afternoon mm and 
women will compete in the Ameri- 


from the New York Giants. Danny 
Litwhiler drove in six runs in the 
first game and in the nightcap 
Bob Bragan led off with a homer 
in the tenth inning to win. 


3nroi:rity of rati is due_to a^t, 


which' it washes) out o'i the air, 


PITTSBURGH ARCHER 


CRACKS WORLD MARK 


Altoona, Sept 3— (/P)—E. Hill 


Tumock of Pittsburgh, state arch- 
eiy champion who successfully de- 
fended his title here Sunday went 
on to establish a new world's rec- 
ord by shooting 96 arrows at 60 
yards for a score of 743 yesterday. 


Besides winning the women's 


championship, Marion Nevergold 
of Pittsburgh broke the women's 
individual team round record with 
a score of 614 
The team championship went to 


the Pittsburgh Archery Club with. 
a score of 2,599, a new state rec- 
ord. Pittsburgh also won the wom- 
en's team shoot, scoiing 2,201. 


Paul Cowan of Bethlehem scor- 


ed 2,353 to win the junior cham- 
pionship. 


T/^s avcra^s ctavatio.i of 
\<\fi 


i~ic of 
perpetual cnov. in Lia 


Rockj? fountains is 11,000 leet. 


can round and the juniors 
shoot a Junior American. 


will 


ELKS ALLEYS WILL 


BE OPENED MONDAY 


outs next season 
Jesse Ownes, 


the old track flash, Is barnstorm- 
ir-S arour.d the country, cippee.r.r.j 


mond Colts 
One of the swribes 


Bowling alleys at the Elks Club 


will be officially opened on Mon- 
day evening, September 9, it was 
announced today b" members of 
the lodge bowling committee. Al- 
though originally scheduled to be 
opened tonight, the alleys will re- 
main closed an additional week, 
due to the redecorating program 
now under way at the local lodge 
home. League bowling will start 
about October 1st. 


BEE DRAWS 'EM 


New York—The second annual 


eastern basketball clinic, conduct- 
ed by Clair Bee of Long Island 


at Forest Hills' referred to Sarah University, drew 190 coaches from 


(Turr. to P 
| all over the country. 


All-Star Games in Which Varsity Stars Play 
^j 


Professionals Are Hypocritical Indictment of 
*' 


Amateurism and Spirit of College Athletics 


BY HARRY GKAYSON 


NEA Service Sports Editor 


A 


LL-STAR games in August and early September make fine specta- 
cles and are good promotions, but they are bad for football, which 


was meant to be confined to schools. 
. 
Thev cause future careers to be detoured and never earned out . . , 


college stars change their minds about plans and sign professional con- 


ra°Sav the youngster has prepped for medicine, engineering or law at 
a distant institution. A nationwide ballot names him as a member of 
the squad to battle the Green Bay Packers in Chicago 
He receives a congratulatory telegram, a round trip ticket and a 


check far in excess of what it will cost him to make the junket 
H 


E works out for a few days with an enthusiastic squad . . . under a 
strange coach, who, like himself, was elected, is doing a favor and 


Isn't too concerned about the outcome of the contest 
The 5J n«t appears under the lights before 85,000 people. Oppo- 


site him are hardened professionals . . -being paid. 
"How long has this been going on?" he asks himself, and the next 


thing- vou know a Curly Lambeau or a Jack Mara has him signed. 
The pay of most professional football players is surprisingly small, 


but it is enouffh to tide a young rnan over until another season rolls 
around 
He nftends to resume his studies, but most of them never get 


e'en until they haven't a leg to stand on, and then are tossed 


out in thVwortd to do the best they can. 
G 


AMES played so early and m such unseasonable weather leave 


players open to injuries . . . especially the draftees, who have yet 


to master the wrestler falls of the more experienced 
There are too many all-star games, and none prove a darned thing 


as far as superiority is concerned. 
. . . . . . 
,, 
-„ ^t. Q -h^a 
The wonder is why the colleges permit their coaches to take a hand 


m 
ttj^ 
football games, especially those in which college boys 


tackle professionals, are a hypocritical indictment of amateurism and 
the spirit of intercollegiate athletics. 


W A R R E N , PÀ. - 
T I M E S - M I R R O R , T U E S D A Y , S E P T E M B E R 3 , 1 9 4 U 
Bill Kra mer Spa rks Aca demy to Win Ov er Blue a nd White 


Tallies Thrice After GOLF CROWN IS 
AGAIN SNATCHED 
FROM SAM SNEAD 


Business Messa g e 
Dragons Hold Lions 
Scoreless For H alf 


AERIAL ATTACK! 


W ARREN 
POS 
Wolfe 
................RE 
Sperry ..............RT 
Ken P atchen .. RG 
F redericks 
. . . C 
Keith Patchen LG 
[iuffm an ........... LT 
K a r l .................... LE 
Tam burine 
Brown ...............RH 
L a n d e rs ..............LH 
Speidel 
.............FB 


ACADEMY 
. .W . K rivonak 
................K aiser 
..................T rau t 
..............R am sey 
......... M. E bert 
............C. E bert 
..............T ucker 
............M anross 
......... Schw indt 
..............K ram er 
.. P. K rivonak 


Erie 
........................... 0 
0 18 
6—24 


S ubstitutes: 
E rie—B eatm an, 
P asterli, Hendler, Raboski, H oll­ 
and, U rich, Johanssen, Franzkow - 
ski, Recker, H ew itt, Downey , V er­ 
ga. 
W arren—G raham , 
Ry dholm, 
Nichols, Z ahranski, N iederer, Dick 
Johnson, “Spinner” Johnson, H ard ­ 
ing. 
Officials: 
W illiam s, Corry , ref­ 
eree; Moore, Youngsville, um pire; 
M y ers, Corry , head linesm an. 


STANDINGS 


AM ERICAN 
W' 
L. 
Pet. 
Cleveland 
..................75 
52 
.591 
New Y ork ................71 
55 
.563 
D etroit 
.......................72 
56 
.563 
Boston 
.......................69 
60 
.535 
Chicago ......................65 
61 
.516 
P ittsbu rg h 
................64 
59 
.520 
Philadelphia 
............47 
74 
.388 


N ATIO N AL 
W. 
L. 
Pet. 
C incinnati 
................80 
46 
.635 
Brookly n .................. 72 
53 
.576 
St. Louis .................. 64 
58 
.525 
P ittsburgh 
................64 
59 
.529 
New Y ork ................62 
62 
.500 
Chicago ......................63 
67 
.485 
Koston 
.......................53 
73 
.421 
PhiU dclphia 
............ a 
81 
.o33 


IN TEK N A TiO N A L 
W. 
L. 
Pet. 
R ochester 
................89 
56 
.614 
N ew ark 
.....................84 
63 
.571 
B altim ore 
................75 
70 
.517 
Jersey C ity ..............73 
70 
.510 
M ontreal 
.................. 73 
76 
.490 
Buffalo .......................70 
77 
.476 
Sy racuse .................. 66 
79 
.455 
Toronto 
.....................53 
92 
,366 


Y ESTERD A Y ’S SCORES 
A m erican 
Chicago 2-4, D etroit 1-0. 
St. Louis 2-3, Cleveland 1-0. 
W ashington 1-5, Boston 0-4. 
New York 6-0, Philadelphia 3-3. 


N ational 
Philadelphia 11-6, New York 2-5, 
Boston 7-2, Brookly n 6-6, 
P ittsburgh 5-1, Chicago 2-7. 
Cincinnati 2-4, St. Louis 1-7. 


International 
M ontreal 4-3, Buffalo 3-0. 
R ochester 9-11, Toronto 0-6, 
B altim ore 11-4, Sy racuse 10-9. 
N ew ark 4-1, Jersey City 3-11, 


SUNDAY’S SCORES 
A m erican 
New York 3-3, W ashington 2-0, 
Cleveland 7, Chicago 4. 
St. Louis 8, D etroit 2. 


N ational 
Boston 2-10, Philadelphia 1-0. 
Cincinnati 6-2, Chicago 5-1. 
Brookly n 4-7, New York 1-3, 
P ittsburgh 10-5, St. Louis 0-5, 


International 
Buffalo 3-1, M ontreal 2-0. 
Toronto 3-0, R ochester 1-0. 
Baltim ore 11-7, N ew ark 2-6. 


SATCKDAY’S SCOr.IEn 
Amj:,riciLii 
o , Chicago *, 
New York 7, W 'ashfngton 1. 
Boston 10, Philadelphia 6. 
D etroit 6, St. Louis 1. 


N ational 
Cincinnati 5, Chicago 4. 
Boston 6, Philadelphia 4. 
Brookly n 7, New York 6, 


International 
R ochester 5, Buffalo 3, 
Jersey C ity 6, Sy racuse ? 
M ontreal 7-6, Toronto 1- 


TODAY’S GAMES 
A m erican 
D etroit a t Chicago, 
Only gam e scheduled. 


N ational 
St, Louis a t Cincinnati. 
Only gam e scheduled. 


International 
Buffalo a t M ontreal, 
R ochester a t Toronto. 
Sy racuse a t Baltim ore. 
Jersey C ity a t Newarl-. 


TOMORROVi^’S GAMES 
New York a t W ashington. 
Philadelphia a t Boston. 
Cleveland a t D etroit. 
St. Louis a t Chicago, 


N ational 
P ittsburgh a t Cincinnati (night 
Chicago a t St. Louis (night). 
Boston a t New York. 
Brookly n a t Philadelphia 
(night). 


International 
Buffalo a t Toronto. 
Sy racuse a t Baltim ore. 
"Jersey C ity a t N ew ark. 


BIG AS IT ’L L GO 
Cincinnati — The Reds cannot 
enlarge Crosley Field for the v/orld 
series. 
All 
available 
space 
w as 
used up last y ear. 


The A ppalachian m ountains ex­ 
tend from N ew foundland to Ala- 


H eld 
even-Stephen 
throughout 
the entire first half by the dog­ 
ged resistance 
of a 
courageous 
W arren H igh line, E rie A cadem y ’s 
Lions launched a second-half a e r­ 
ial a tta c k w hich blitzkrieged the 
local secondary 
and 
gave 
the 
D rakem en a 24-0 victory before a 
large L abor D ay crowd a t R us­ 
sell Field. 
V irtually im potent 
on offense, 
the D ragons gained only 41 y ards 
by rushing play s and ended 
up 
w ith a n et loss of tw o y ards while 
the Lions outran and outpassed the 
locals to a fare-thee-w ell. 
4.----------- ---------- -------------- -------------^ 
STA TISTICS 
W. 
F irst downs .................. 2 
G ained rushing ............41 
Lost rushing 
................43 
. . . -2 
. . . 7 
. .. 1 


N et iiishing .. 
Passes tried ............. 
Com pleted 
................. 
Gained passing . . . , 
Intercepted by ......... 
No. of punts ........... 
A verage punt 
......... 
Yds. returned by .. 
Fum bles 
..................... 
Own fum bles recov. 
No. of penalties .., 
Yds. lost penalties , 


A, 
11 
145 
3 
142 
16 
9 
.13 
130 
. 2 
2 
.1 1 
.26 
.73 
. 3 
. 2 
. 1 
. 5 


6 
29 
61 
2 
0 
5 
40 


H ershey , 
P a„ 
Sept. 
S— (.^ )— 
By ron Nelson, of Toledo, O., to­ 
day joined the select handful 
of 
professional golfers who have won 
both the m edal and the m atch play 
cham pionships 
of 
the 
U nited 
S tats. 
Nelson, open king in 1939, won 
the P. G. A. title y esterday by de­ 
feating Sam Snead by one hole 
in a rousing 36-hole final 
tha t 
wound up in a blaze of brilliant 
shots. 
Snead is still w ondering how he 
lost. 
The W est V irginia slugger 
has dropped a lot of big tourna­ 
m ents 
before 
by folding 
up a t 
critical m om ents but this tiine it 
w as different. 
Sam m y shot a final round 68, five 
under par, and it didn’t do him any 
good. 
Said Sam m y sadly : 
“I do n’t know w hnt I have to do 
to crash in there. 
J guess I’ll just 
never win a big one.” 


B ig Bill K ram er was the loudest 
ro ar out of the Lion pack, the fleet 
back scoring three 
of 
the 
four 
A cadem y touchdowns. S hortly a ft­ 
e r the second half got under w ay 
K ram er chucked a paiss to P ete 
K rivonak w hich gave A cadem y a 
firs t down on the W arren 20. In 
tw o play s M anross, form er W ar­ 
ren y outh, w ent to the three-y ard 
line and K ram er banged over in 
a couple of attem pts. 
W ithin two m inutes the D rake­ 
m en had their second touchdown 
w hen K ram er took a punt on the 
W arren 40 
and 
high-tailed 
it 
around rig ht end for the rem ain­ 
ing distance. Bill’s 
third 
score 
cam e on a long pass from Man- 
rcci:, Vv’ho chucked it from tha W ar- 
re:i 35 a fte r M ai E bert had recov­ 
ered N ichols’ fum ble. 
Schw indt then took 
over 
the 
passing duties afid w ith He^^itt, re ­ 
serve w ing on the catching end, 
hurled the Lions forw ard on a sus­ 
tained drive from midfield until 
they got to the three y ard 
line 
w here P ete K rivonak passed 
to 
Schw indt for the touchdown. None 
of the tries 
a t 
conversion 
w as 
good, three being attem pted place­ 
m ents. 
A lthough A cadem y , 
w ith 
a 
[heavy , experienced team of veter- 
' ans, w as an odds-on favorJte 
to 
win. D ragon followers were tre a t­ 
ed to an unexpected Uirill in the 
firs t tw o qu arters as the Blue and 
W hite forw ard 
w all 
refused 
to 
give an inch and hurled back ev­ 
ery line plunge w ith a show of 
stubbornness tha t earned them a 
trem endous ovation as they tro tted 
from the field a t half-tim e. 
It w as W alt Fredericks, only re­ 
tu rn in g regular, 
who bore 
the 
brunt, the tall center hurling him ­ 
self into every play he could reach 
(and some he couldn’t) and gen­ 
erally com ing up w ith some por­ 
tion of a blue and gold clad Lion. 
Jack K arl and Don Wolfe, on the 
term inals, slashed 
through 
tim e 
a fte r tim e to catch play s from be­ 
hind, while 
the 
Patchen 
tw ins, 
K eith and Ken, Vic H uffm an and 
S perry handed out all they took 
and m ore w ith it. 
B ut in the end, experience told. 
H eady direction of play by veter­ 
an M anross soon sent the Lions in­ 
to the air 
and 
Schwindt 
and 
“M anny ” shelled the local 
back- 
field in subm ission. 
The D ragon backs w ere willing 
bu t a trifle too late in finding the 
openings in the line and occasion­ 
ally had to pick thoir v/ay throujjh 
in slr OvTn 
intcrfcrcnce 
before 
roasting 
v,nemy . 
Both m entor? sent In frequent 
su bstitu tes In the la st 
two per­ 
iods. 


•Î* 
MINOR LEAGUES 


By the Associated Press 
A m erican A ssociation 
K ansas C ity 10-0, M ilwaukee 7-3 
Columbus 7-6, Toledo 3-5. 
St. Paul 5-5, M inneapolis 2-7. 
Louisville 3, Indianapolis 2. 
In te rsta te League 
Reading 4-5, A llentow n 1-1. 
W ilm ington 4-2, T renton 2-7. 
L ancaster 
6-3, 
Sunbury 
6-4 
(first gam e called in 12th to per­ 
m it team s to travel to Sunbury ). 
H arrisbu rg 3-4, York 2-3. 


decidin ^ 
nI or 
LOOP GAME CARDED 


The Sheffield and W arren Junior 
League team s will m eet in the fin­ 
al gam e for the county title tom or­ 
row night a t 6:30 o’clock a t the 
S tate H ospital diamond. 
E ach team has taken one series 
gam e. 
M em bers of the local team are 
asked to report a t Russell Field no 
la ter than 5:15 o’clock. 


ELKS AND CASEYS 
CUSHING TONIGHT 


The F ra tern al League series will 
be resum ed tonight a t six o’clock 
on the South Side diam ond w hen 
the E lks No. 1 team clashes w ith 
the K. of C. No. 1 combine. 
The Elks took the 
first gam e 
and the Casey s are out to square 
m atters. 


FAM ILY TR A IT 
P arkersburg, W. Va.—Joe H em - 
sley , brother of the Cleveland back­ 
stop, Roily , is catching In a local 
L-icluiitncl lc a ;^ c . 


^......- ..x.Æ 
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CAFFREY LIMITS 
STATE TITLISTS 
TO DUO OF HITS Floundering Indians 


The 
N atrona 
sta te 
sem i-pro 
cham ps proved to be ju st another 
ball team to Bill Caffrey and the 
N ational Forge club Simday a f t­ 
ernoon as “Pinky ” let the titlists 
down w ith two hits and the Irvine 
crew cam e out on top 3 to 2, 
Caffrey and Cusim ano each got 
a pair of hits to leave the seven- 
slug a ttac k on Zenia. 
It w as .loe N agle Day a t W ilder 
Field, the veteran inilelder receiv­ 
ing several valuable gifts as well as 
a purse of money . 
N atrona look a 2-1 load in the 
fourth, 
vviih 
the 
F'orge 
com ing 
back in the sam e fram e to .square 
m atters, 
Caffre.y won 
his 
own 
sam e in the sixth by tiotiling home 
ihe third run. 
N'ai rona 
AB R 
H 
0 
A E 
Dunn. 2b . . .. . . . 1 
0 
1 
2 
6 
0 
Huthowski, V. . . .4 
1 
I 
4 
0 
0 
P'ullerton, rf , . . .2 
0 
Ü 
0 
1 
0 
Kocon, lb . . . . . .3 
1 
0 12 
2 
0 
.‘^tanczak, cf . . . .3 
0 
0 
1 
0 
0 
H Maliszenski, If 4 
0 
0 
2 
0 
1 
I'i.Maliszenski, 3b 3 
0 
0 
I 
2 
I 
Rezak, ss . , . . . . .3 
0 
0 
2 
1 
0 
Zema, p . . . . .. . 1 
0 
0 
0 
2 
0 
z Herak ........... . . . I 
0 
0 
0 
0 
0 


7.7. Sterezak .. . .1 
0 
0 
0 
0 
0 


29 
2 
2 24 
14 
2 
Irvine 
AB 
R 
H 
0 
A K 
Kn » U\ 3b . . . 
. . .3 
0 
0 
I 
3 
I 
.lames, 
lb 
.. .. .3 
0 
0 12 
I 
1 
Wolfe. If . . . 
.. .3 
1 
t 
0 
0 
0 
Rosequlst, rf 
. . .4 
0 
1 
1 
0 
0 
Morri.son. ss . . . . 3 
1 
0 
1 
2 
0 
Massa, cf . . . . . .4 
I 
1 
0 
0 
0 
Mack, c . . . . . . .3 
0 
0 
i>. 
1 
0 
Cu.simano, 2b 
. . .4 
0 
2 
2 
3 
1 
<'a ITrey , p . . .. . .3 
0 
2 
1 
3 
0 


30 
3 
7 27 13 
3 


Yanks Finally Pass 
Tigers And Gain On 


BY JU D SO N BAILEY 
A ssociated Prens Si>orts W riter 
The A m erican League is head­ 
ing for its w ildest windup In m od­ 
ern history . The big Labor 
Day 
blow 


Yesterday ’s Stars 


By the Associated Press 
- ........-0 --------- 
— 
I 
Vernon 
Kennedy 
and 
Elden 
A uker, Browns 
Form er beat In ­ 
brought out 264,000 fans 
173,000 
seven-hit 
in A m erican League p a r k s - ju s t pitching and made three hits him - 


7. 
f’.aUed for Kocon in 91h. 


7.7. 
T utted for S tm czak in 9th, 
W hile we w ere sojourning elsewhei e for a v\>‘*‘k a .sh(;i t tim e ago, 
1 Nal tona .....................ooo 200 (» 00 
2 


about raised every body ’s tem pera­ 
ture to the boiling point. 
Both the Cleveland Indians and 
D etroit 
Tigers 
dropped 
double- 
headers while the 
New 
York 
Y ankees split w ith the A thletics 
before 69,940 fans a t Yankee S tad ­ 
ium. 
The world cham pions thus mov­ 
ed into second place by a siencii'r 
percentage m argin, ,5634 to 5625, 
over the D etroit Tigers while the 
lead of the Indians over each now 
Is 3*2 gam es. 
The 
N ational Laegue 
however 
has virtually awarder! the cham p­ 
ionship to the ('incinnati Reds. 
The fact that the Y auki'es’ win­ 
ning streak finally was sliced at 
rig ht gam es m ay have furnished 
som e encouragem ent to their riv­ 
als. W ith 
Lefty 
M arius 
Russo 
pitching five-hit ball they had no 
trouble taking the opener froni the 
A ’s 6-3. Th(‘y sim ply couldn’t do 
any thing with 
the 
“slliier” 
of 
.Tohnny Babich in the nightcap and 
w ere shutout 3-0 on five hits. The 
outcom e gave Hu m a record of 14 
victories in 10 
during Iheii' 
hom e stand. 
Cleveland's collapse w as 
an ­ 
other scalp to the credit of the 
St, Louis Browns, who have m ade 
life miserablf* for every chib in the 
firtit 
divi.ston. 
Vernon 
Kennedy 
held the Indians to seV(*n hil.s ni 
th<‘ openei- and lappt'd out three 
him self to lead the Browns to a 2-1 
trium ph. 
In 
the nightcap KMen 
Aidcer 
subm arine-bailed 
a 
3*0 
shutout, y ielding only five safet- 
ie.s. 
The 'IMgers met the sam e fate 


self; la tte r hel<l Am erican League 
leaders to five safeties in n ight­ 
cap. 
D anny Litw hiler and Bob Bra- 
gan, Phillies 
form er batted in six 
nm s 
w ith 
three 
hits, 
including 
grand slam hom er in first gam« 
ag ain st (Jiants and tripled for two 
in nightcap which Bra gan decidec 
with hom er in 10th inning, 
Sid Ilud.son, .lack Sanford ana 
Ken 
Chase, 
Senators 
Hudson 
beat 
Lefty 
(Jrove 
in 
13-inning 
Inuiing (hiel in first, gam e, shutting 
otit Red Sox and w inning 1-0 on 
Hanford’s sinj^le; <'ha.se spaced six 
hits and faimetl .seven to win sec 
ond gam e. 
T n iett Sewell, IMrates, and S tan­ 
ley Hack and Hill Nicholson, Cubs 
►Sewell scored his 13th victory 
with seven-hit hurling in opener; 
Hack mad(> three hits and Nichol- 
,son batted in three runs with a 
hom er -in second s« ‘ssi0,n. 
SEMI- PRO GRID 
TEAM WILL HOLD 
DRILL TONIGHT 


'H ip .« lemi-pro team which will 
sucreed the Hed .laekct.M as the in- 
(lei)endent 
football 
attrac^tion 
in 


By ron Nelson " 
Nelson sim ply outplay ed Snead 
a t the im portant tim e. 
He had 
the cham pionship alm ost on ice 
for a time, hovering around a two 
or three hole advantage, and then 
in the home stretch got caught in 
Snead’s final and g allan t try . 
Sam m y pulled even w ith Nelson 
on the 30th hole. 
G rinning broad­ 
ly , he looked like the Snead who 
cam e down the 72nd a t Spring Mil! 
the U, S, Open cham pionship in his 
pocket—then took an eight. 
He 
w ent ahead for the first tim e in 
the day a t the 32nd w here a bir­ 
die pu tt dropped. 
They cam e 
through 
the 
33rd 
w ith par fours and then Nelson 
turned loose a thunderbolt. 
He 
ripped a sm ashing tee shot, cu t a 
chort iron four feet from the pin 
and Ills bli’dio tiii'cc cu 2;a:*cd Iho 


B oth poured long tee shotd off 
the 17 -y ard 16th, the 34th hole for 
them . 
By ron 
pitched 
his 
next 
stiff. 
It bit into the gi*een, one 
foot from the cup for a sure birdie 
three. 
It w as the best shot he m ade in 
209 holes of play in this tourna­ 
m ent, Nelson said, com ing from a 
bad lie. 
Snead, on in two, rapped 
a 25-footer into the cup and it 
bounced out, hanging on the Up. 
T hat w as the break of the m atch. 
They halved the 35th and then 
By ron dropped a three iron only 
five feet past the pin on the home 
hole. 
Snead hit a lazy shot tha t 
soared off to the rig ht and ju st 
about 
m ade 
the 
collar 
of 
the 
green. 
W hen Snead’s chip failed 
to hole out, By ron putted to get 
close and his three halved the hole 
and ended the m atch. 
Nelson got $1,100 for first prize, 
but the win m eant a good deal 
more to him than tha t, 
in 
con­ 
tracts, 
entrance fees in to u rn a­ 
m ents for the next y ear, and so 
forth. 
Snead pocketed $600 and 
the knowledge tha t he put up a 
swell 
battle. 
Nelson 
succeeded 
H enry Picard, of H ershey . Picard 
beat By ron in the finals la st y ear 
a t Pom onok, L. I. 


B R EA K FOR CAGERS 
New Y ork—Coach C lair 
Bee 
and the Long Island U niversity 
basketball squad has 
sailed 
for 
P uerto Rico for its annual pre­ 
season training tour. 


N EV ER TOO OLD 
M uskegon, Mich. — B ert Gm- 
man, 64 y ear old, w ent to the qu ar­ 
ter-finals of the M uskegon tennis 
singles tournam ent this y ear. 


MONK M EY ER IS COACH 
H onolulu—Monk M ey er, form er 
A rm y backfield star, is coaching 
the service team a t Schofield B ar­ 
racks here. 


Tides occur tw ice in every 24 
Iiou:-a and C2 rr.ir.utcc, 


we noted tha t the city editor, who took over oui' cohuunar activitic.s 
during our absence, uncerem oniously gave up on the Yankee.'^. 
This 
waa not to be considered the ofriciiil notion of thi:i Ivureau, which 
clung y et to tha t ray of hope v» 'hich beats eternal in the hum an brcant, 
and from the looks of things this afternoon we .still have a chance. The 
Y anks are com ing! 
Three and a half gam es off the pace and breathing 
on the necks of the Indians, the Bronx Bom bers have risen from 12 to 
1 underdogs tw o w eeks ago to 3 to 1 in the Broadw ay book. 
M ean­ 
while, It looks as If the dissension-torn Tribe is about ready to fall 
down in the stretch— two of their victories were dum ped in their laps 
by Chicago’s Luke Appling, and Bobby Feller has tw ice been called in 
to save the bacon for his henchm en, who couldn’t bald their m argins. 
Could be! 
Especially w ith the T igers and Indians due to face each 
other a dozen tim es before the end of the season. 


W e w eren’t a t all disappointed a t the showing m ade by the D ragons 
in y esterday ’s encounter, 
Fi’ankly , We expected the affair to be a 
com plete rout a fte r looking over the sta rtin g lineups and seeing a host 
of fam iliar nam es on the Academ y roster, and wo. wore agreenblj' su r­ 
prised a t the pluck of tha t inexperienced forward wall of the Bine nnd 
White. 
No m a tte r how heavy the uppusln^ Line, it’s going to have 
plenty of trouble shoving the D ragons anjund this .season, and when 
those boy s get a gam e or tw o under their belts they ’ll look even better. 
And the backfield m ay develop, too. 
W e liked the looks of H oy d 
Landers, who needed only a little interference to .show his heels to the 
pack, and Speidel, who plunges pretty well afte r he gets in motion. 
“S ting” Brown, who also suffers only from inexperience, showed flashes 
of pow er sim ilar to tha t display ed last season by his brother, Harold, 
high scorer of the d is tric t 
We think y ou’ll notice a difference after 
another week of drills. 


The latest dope on the sem i-pro football team is tha t every thing is 
okey -dokey . 
There is little doubt tha t the Red Ja c k e t equipm ent will 
be purchased by a couple of public-spirited business men for the team , 
the club to pay them back from the take a t the gate. 
The gentlem en 
who are putting up the dough (and who will be nam ed later) have 
dickered for the outfits a t a price which will partiall.y take care of the 
creditors, who got a honing a couple of y ears ago and previously , w ith 
the understanding tha t the uniform s wiil eventually become the prop­ 
erty of the tow n team . 
T hat, y ou will recall, w as the supjjosed basis 
on which tbe ball field canvas was also purchased, but this tim e the 
boy s are willing to keep the uniform s for the team as a whole and not , 
. . . 
r,. 
, 
as individuals. 
In other words, these lads are going to cooperate w ith | 
Billy P atterso n sent the S ted - 
..........................., 
... 
K 
. . 
I ers across for the ty in g tonfh- 
few paltry bucks they m ight stuff down in their jeans. 
You can take down in the second qu arte r, 
this w riter’s w ord fo r it tha t their .spirit is well w orth .y our patronage 
and any break y ou can give them . 


I r vin e .........................100 101 OOx 
3 
Rini'i ])a1ied in 
H. Mallzen.iki 
2, R(,.^.eqnii:t, 
Cucimano, Caffrey . 
Two 
bii.ijn 
hitij 
Wolfe, 
Can'rey . 
Three 
bar.e 
hit 
H. 
iVIalizenskl. 
Stolen base.s 
iOunn, Nngle, M ack. 
Sacrifice 
hits—Fullerton, 
Ma.« sa. 
Double play — E. Malizen.ski to 
Dunn to Kocon, 
Ba.se on balls - 
off Zcm a 4, off Caffrey 3. 
St nick 
out 
by Zema 1, by Carey 9. U m ­ 
pires 
Larson and Anderson. 


BEARS DOWNED BY 
STEELERS AT ERIE 


Sparked by 
P.oy d 
Crum bnugh, 
form er Dnquosne Univfr."fity star, 
the P 1tf.'ibur)orh .^teHers Ups*» t the 
favored Chicago Bears, 10-9, In an 
exhibition pro football gam e 
a t 
E rie .Saturday night. An estim at­ 
ed 10.000 viewed the gam e, staged 
as a child health benefit by the 
Erie St. V incent de Paul Society , 
The Bears, 2-1 favorites to win 
the gam e and a ruling favorite to 
succeed the Green Bay P ackers as 
the professional league cham pions, 
w ent into a le;id in 
the 
scoring 
early in the first period when 
a 
long punt by Sid L uckm an soared 
over T hom asetti’s head and was 
downed on the 2-y ard line, A few 
m inutes later a pass, Luckm an to 
Plasm an, carried 
the 
la st 
two 
y arrls for a touchdown, 
ijong sm ashes into the line by 
B rum baugh and a pair of passes 


Y EARS AGO IN SPORT.« 
Septem ber 3, 1920—Ty Cobb’s proposed exhibition tour of the P a ­ 
cific coast cities this w inter hangs In the balance. 
If the G eorgia Peach 
c^n’t "lictcn fo rth In hin old-tim e lu jtre, he w on’t bo tn b.ttraction any - 
Xv'Ltre, 
lie i3 no longfcr a utar. 'I’y ij jutit u gr^oit ph.y ei. 
The public 
ia iickle. 
I t wuxitj only to ^ee h . 
who is u 
jrill. 
It does not 
care to gaze upon the sensations of y esterday . 
The man of the hour 
gets their attention and their coin. 
Septem ber 3, 1930— R obert K. Offerle broke the course record a t 
the A m erican Legion Tom Thum b m ite links S aturday evening, when 
he turned In a card of 35 for the 18 holes. 
Bob has been hitting around 
40 since he took up the pastim e. 
He started out rathe r hazily , taking 
a 3 on the first two holes, but soon picked up his stride. 
Bob Ritchie 
and Gerald O stergard were play ing w ith Offerle a t the time. 


Sports Round« up 


BY ED D IE B R IETZ 
New York, 
Sept. 
3—U p E ast 
football coaches are investigating 
to find out how come five of the 
best prospects in the Boston area 
and 
one 
from 
New 
H am pshire 
have enrolled a t the Citadel in 
South Carolina . . . One of the 
reasons Johnny R ucker is burning 
up the G iant outfield is tha t pretty 
“D ickie” 
Stock 
of 
Mobile, 
(a 
daughter 
of 
Milt, 
the 
old 
big 
leaguer) is in the grandstand r e ^ - 
larly . . . Talk about reducing 
football prices, W illam ette U. out 
In Oregon rea41y slashed ’em —four 
bits gets y ou into any of the five 
home gam es and tha t includes tax. 
. . . Plenty of dough being bet 
around tow n tha t Bob P astor licks 
Billy Conn F riday night. 


One-M inute Interview 
Casel Stengel: 
“W e have the 
team of tom orrow , provided we 
don’t have to peddle any of our 
play ers to stay aw ay from tha t 
red ink bottle . . . I t’s a team tha t 
should be good fo r ten y ears of 
high class baseball.” 


“We W ant C uy ler” 
C hattanooga fans are threaten ­ 
ing to Ijmch Ovimer Joe Engel if 
he 
doesn’t 
bring 
H azen 
(Kiki) 
C uy ler back to m anage the Look­ 
outs next season . . . Jesse Ownes, 
the old trac k flash, is bam storm - 
:n j around the countr;,', appcc,rin" 


in 
exhibitions 
and 
lecturing 
to 
y oungsters in track and field clin­ 
ics . . . Headline in a Chicago pap­ 
er: 
“Dy kes Brined $50 for— You 
Know W hat” . . . Johnny P e tro ­ 
vich, the C alifornia high school 
sensation, who has been banned 
from play ing a t Southern C alifor­ 
nia and TJ. C, L. A. by G. Man 
A therton, can still go to M ontana 
or Idaho—if he is so crazy about 
play ing , . , They say V anderbilt 
has the finest freshm an crop in 
the S outheastern Conference this 
y ear. 


Today ’s Guest S tar 
John 
P. 
Carm ichael, 
Chicago 
Daily New s: “The best story of 
the 1940 baseball season m ay pop 
out of Cleveland this w inter—a 
story tha t O wner Alva B radley of 
the Indians is unable to find an y ­ 
body to m anage the team next 
y ear and is calling for volunteers”. 


Selectexl Shorts 
The gallery a t the P. G. A. final 
y esterday got a laff when a pro­ 
gram vendor w ent around holler­ 
ing, “y ou can’t tell Snead from 
Nelson w ithout a program .” . . . 
Beg P ardon D ept.: It was B uster 
M ay nard 
and 
not 
George 
(Old 
Faithful) F errell who was voted the 
m ost popular m em ber of the R ich­ 
mond Colts . . . One of the ^-iribes 
a t F o rest Hills referred to S arah 
(T uir. to Pa":e Ten) 


A field goal 
by 
the 
veteran 
A rm and Niccolai from the 21-y ard 
line in the third period sent the 
Steelers ahead, Vv’hile a last-quar- 
ter safety , when a P ittsbu rg h punt 
w as blocked, enabled the B ears to 
rcduco the final m argin to a nlngls 
point. 


W. ri. MAiriES T k o t h Y 
IS AGAIN AT STAKE 


The W illiam H. H aines M em ori­ 
al Trophy , presented In honor of 
the late well known W arren arc h­ 
ery enthusiast, will be a t stake 
once m ore when the fourth annual 
D unkirk Open archery tournam ent 
begins next Sunday m orning a t the 
M emorial 
P ark, 
D unkirk. 
The 
tourney opens a t 9:30 o’clock. 
The H aines 
trophy for m en’.«i 
high A m erican was presented by 
Mrs. H arriet H aines W ade, of this 
city . 
Also a t stak e will be the 
D unkirk 
C ham ber of Com m erce 
trophies for m en’s and wom en’s 
high scores. 
There will also be a first and sec­ 
ond in each senior event as well 
as group aw ards. 
The m en will .shoot a H ereford 
round in 
the 
m orning 
and 
the 
wom en and junior boy s a N ational 
round. 
In the afternoon men and 
wom en w ill com pete in the Am eri­ 
can round and the juniors v/ill 
shoot a Junior A m erican. 


ELKS ALLEYS WILL 
BE OPENED MONDAY 


Bow ling alley s a t the Elks Club 
w ill be officially opened on Mon­ 
day evening, Septem ber 9, it was 
announced today b"' members of 
the lodge bowling com m ittee. A l­ 
though originally scheduled to be 
opened tonight, the alley s will re­ 
m ain closed an additional week, 
due to the redecorating program 
now under w ay a t the local lodge 
home. 
League bowling will sta rt 
about O ctober 1st. 


B EE DRAW S ’EM 
N ew Y ork—The second annual 
eastern basketball clinic, conduct­ 
ed by C lair Bee of Long Island 
U niversity , drew 190 coaches from 
ell over the country . 


at Chicuiio, Mua. shing to piccen o i i ' ’ ^'*” ' ’‘ ’ V 
' 
the 
hurlin'i 
ol 
Hill 
I)ictn< h 
nn. l I ' “ "f i 
<li'vclion of their 
Jolni H ig iit y . Juliuij S o lle n , broke 
ly a. i'l"»'” *'*»! • '•a. hc :, “Klrn( 
up the firjt gam e w ith u :iingl(i in 
the eighth for k 2-1 deciidon. Jtilg- 
ney shut them out 4-0 In the r.cc- 
ond gam e w ith jUKt two hU.H. 
The 
m ost « itoiindlng 
pitching 
iluel of the day , however, was a 
13-lnning struggle between 
old 
Ijofty (irove of the Boston Red 
Sox and y oung Sid Hudson of the 
W ashington Senators. Youth fin­ 
ally prevailed when Rookie .lack 
Sanford .singled across a run in 
the 13th to win 1-0 for W ashing­ 
ton. The S enators also won 
tho 
second gam e 5-4 in six innings. 
P aul D errlnjrer got hJs 18th vic­ 
tory by holding 
the 
St, 
I xmi Is 
C ardinals to five hits as the Cin- 
elnnnli Reds captured the 
first 
gam e of their doublrh<mder 2-1, 
M ort Cooper balked with the bft.“»#*» 
loaded to let in the w inning run. 
The C ards m anaged to hang 
o n 
to third 
place 
by 
taking 
the 
nightcap 7-4, 
The Boston Bees squeezed out 
a 7-6 verdict over the Brookly n 
Dodgers in an 11-inning first gam e 
w ith A1 Javery scattering three 
hits In 10 2-3 innings of relief 
pitching, but Brookly n bagged the 
second giune 
6*2 
behind 
( ’u rt 
Davis, who hom ered for tw o of 
his runs. 
The P irates whipped the Chicago 
Cubs 5-2 for Rip 
Sewell’s 
13th 
trium ph, but dropped the n ig ht­ 
cap 7-1. The Cubs broke up the 
la tte r ball gam e with five runs in 
the ninth when Debs Garrns m uf­ 
fed a hot grounder with the bases 
loaded and Bill Nicholson hom er­ 
ed w ith one on. 
The Phillies won 11-2 and 
6-5 
from the New York G iants. Danny 
Litv.'hiler drove in six runs in the 
finst gam e and in the nightcap 
Bob B ragan led off w ith a hom er 
in the ten th inning to win. 


Im n u rity of laht !.i dae to du.'t, 
and oilier ;;ub.3wa.nccj 
which it watjheo out o'/ the b.!r. 


Wolfe, form erly of K<linboro, and 
.lim O.'jl nrnc, ;?x 
i'liii .itur, 
Arrang(*ment.‘i for the purohasa 
of the Red .lacket equipm ent have 
practically 
been 
com pleted, 
and 
two 
score 
candidates 
have 
an ­ 
nounced they will try out for the 
team . 
F rank 
Sirianni, 
one 
of 
the 
prime m overs of the group of ex- 
high 
stars, staled y esterilay tha t 
the team will feature a very heavy 
line 
and a fast 
pony backfield, 
proV)ably 
composed 
of 
“L ofty ” 
Check, A rt McKeehan and other.q 
of their particu lar sty le. 
Of last 
y ear’« Jackets, 
H arry 
Rosequlst 
and li'irry Woo.sf<’r are expected 
to perform in the line. 
Definite anium nceiuenl 
o f 
tliu 
plans for continuing Sunday grid 
gam es in W arren will be announc­ 
ed later in the week. 


PITTSBURGH ARCHER 
CRACKS WORLD MARK 


Altoona, Sept. 3— i/T’)—E. H ill 
Turnock of Pittsburgh, state arc h­ 
ery chami)ion who successfully de­ 
fended his title here Sunday w ent 
on to e.stabli.sh a new w orld’s rec­ 
ord by shooting 96 arrow s a t 60 
y ards for a score of 743 y esterday . 
Besides 
w inning 
the 
wom en’s 
cham pionship, 
M arion 
N evergold 
of I^ittsburgh broke the wom en’s 
individual team round record w ith 
a score of 614, 
The team cham pionship w ent to 
the P ittsburgh A rchery Club w ith 
a score of 2,599, a new sta te rec­ 
ord, P ittsburgh also won the wom ­ 
en’s team shoot, scoring 2,201, 
Paul ( ’owan of Bethlehem scor-< 
ed 2,353 to wi.n the junior cham ­ 
pionship. 


*r„e 
zvci'a ^e eisvatioii o í 
1..1C 
oj! 
•perpclü a.'i 
cnov.' 
Li 
Uia 
R ocky M ountains ia 11,000 ïeet. 


All-Star Gaines in Which Varsity Stars Play 
Professionals Are Hy pocritical Indictment of 
Amateurism and Spirit of College Athletics 


BY HARRY GRAYSON 
N EA Service Sports E ditor 
A 
LL-STAR gam es In A ugust and early Septem ber m ake fine specta­ 
cles and are good prom otions, but they are bad for football, which 
w as m eant to be confined to schools. 
They cause future careers to be detoured and never carried out . . n 
college sta rs change the ir minds about plans and sign professional con­ 
tracts. 
Say the y oungster has prepped for medicine, engineering or law a t 
a d istan t institution. 
A nationwide ballot nam es him as a m em ber of 
the squad to battle the Green Bay P ackers in Chicago. 
He receives a congratulatory telegram , a round trip ticket and a 
check fa r in excess of w hat It will cost him to m ake the junket. 


H 
e w orks out for a few day s w ith an enthusiastic squad . 
. . under a 
stran g e coach, who, like himself, w as elected, is doing a favor and 
isn’t too concerned about the outcome of the contest. 
The boy next appears under the lights before 85,000 people. 
Oppo­ 
site him are hardened professionals . . . being paid, 
“How long has this been going o n ? ” he asks himself, and the next 
thing y ou know a Curly Lam beau or a Jack M ara has him signed. 
The pay of m ost professional football play ers Is surprisingly small, 
but it is enough to tide a y oung nfan over until another season rolls 
around. 
He intends to resum e his studies, but m ost of them never g et 
around to that. 
T hey go on until they haven’t a leg to stand on, and then are tossed 
out in the world to do the best they can. 
G 
a m e s play ed so early and in such unseasonable w eather leave 
play ers open to injuries . . . especially the draftees, who have y et 
to m a ste r the w restler falls of the more experienced. 
T here are too m any all-star gam es, and none prove a darned thing 
as fa r as superiority Is concerned. 
The w onder is w hy the colleges perm it their coaches to take a hand 
in them . 
A ll-star football gam es, especially those in which college boy s 
tackle professionals, are a hy pocritical indictm ent of am ateurism and 
the spirit of intercolles:Iate athletics. 
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Mirror 
Pa^e of Your Favorite Comics 


SIDE GLANCES . . . By Galbraith 


I 
v ^!;l|sT-f:;l 


OUR BOARDING HOUSE . . with . , Major Hooplei OUT OUR WAY . . . . . . . . . . . . . By Williams 


/ HELLO, Tv/SGGSjTELL H^A WE CA\i i-ifcUL T I'M RUNlNJlNiG <gg SOR.RV, BUT X'/V 


WHERE'S OL' ^ HIS NCoE DOvN'N OL>T OjrJ A LITTLE S^V MDiPPlN!G FRO/A 
MASSA? ME •C~r>4E TK"'^ k'R ' t4E's % .V\sSELP,T\M&6S) BoTTO^A OF TME -c|| 


^- ^'JRt WAS. jt8E=Nl Ovv'l,\jG ME ^ R ArAvv—UOSNJ'S FOR 


PUTTING j^iKiCE EOISO^ i\iv£MTSDK.STRoKiNie ^ TALKED us INTO 


lTr4£ CHILL ON! ftTr-lE ELECTRIC HGMJ/ ^'.\ VOLiR T-OR if CUTTING OUR 


"^f^f*1:^ 


^'^S^iifiPiil 


j^_ 


*••• 


^_ 


'•^e-'r 


? US L&TEUV / 
'IP ME CANi 


TME ^DTEL,S^ 
, 


•SHOULDN'T BE ArvM i 


,. X MORE 


FOR ^SOOT /iNi R#\LF BV DEMAND- 


j I^G 
V 


-. r,i.-ftsc. v.;.:-A r. ;..- 
: • 


srVYhy is If e>'pry prelly hitch hiker I pick Tip sfarts talk- 


ing about her husband? ! ain't goiir to propose!" 


J__£_iaDi 


COFB. 1!HO BY NE' SERVICE. INe.t. M. REG. 
o^_../^>.-. 
PLEASURES RAPlO= 


!T COULDK't BE 
COMPLETE WITH 
vou 
X'M WORRVIM' WHICH 
END OF VOU WOULD 
STAY UP IF VOU 


DID FALL IM 


/ X HAFTA BE 


MISERY SO YOU 
KIM HAVE COMPLETE 
EN-JOY ME NT, MAH? 


THE WQRRV WART 


HOLD EVERYTHING 
BOOTS AND HER BUDDIES 
Double-Quick 
By EDGAR MARTIN 


FRECKLES AND HIS FRIENDS 
Sight for Sore Eyes 
By MERRILL BLOSSER 


"Interesting, isn't it—the "way everj'thing is becoining 


mechanized these days?" 


BACK WHERE Wt 


STARTED- 
PRACTICALLY 


BROKE AND WITH NO 
VISIBLE MEANS OF 


ALL MY FAULT' 
A HOODOO / 


T H I S C U R I O U S 
W O R L D 


THE 
FISHERMAN 
IN THE UNITED STATES 


SPENDS 


Vou SHOULDN'T HAVE- 
BROU6RT ME ALOMC5 . 
1 OU6MTA GO OFF 
BY MYSELF SOME 
PLACE AND PLAY 
WITM A FEW 
STICKS OF. 
/ 
IT, LARD-' 


DYNAMITE ' 
I WEV6" 


/ 


FUN)/ 


HAD 


- / r 
<•• 


<*&.b ° 


I'VE BOTCHED UP 


OUR VAJHoLE VACATION— 
i'M TH^ PROVERBIAL- 
BULL IM THE CHINA 
CLOSET— AND THAT'S 


NO MALARKY / 


IT COULD 


HAVE BEEN A 
LOT WORSE-- 
JUST SUPPOSE 
WE HADMT 
HAPPENED 
i 


ALONS WHEN / 


YOU DID ? 


ZI/LA !! 


. , . * , 


WASH TUBBS 
Make Yourself at Home, Easy 
By ROY CRANE 


THOUSAND ISLANDS, 
•IN THE ST. 


RIVER. 
GOAARRISES X\BOLJT. 


TEMPERATURE. 


AiM'T WAMY FOLK6 V>!\L\.1,I41 TO ROOhA 
THEY COMPLA1M HE MAVCE5 'EM LATE PER WORK- 
SWORES SO LOUD THEY CAM'T HEAR THE FIVE 
O'CLOCK 


TOWM6 FULL DR. TA>KE IT OR LEAVE IT. OWLY 
REASOKi I 60T THIS VACANCY IS BECAUSE 
THE OTHER 6uy... WAME WA^ SARMEY... 
NICE FELLER, TOO... HE WUZ KILT YE5TIPDV 


** / YEAH. FOUMO SHOT 


THE ICEPLAMT. 


SO^AE SEZ HE WUZ A, 
•6-MAM.BDTI.DUWNO. 


VJELL, JDS' 


AT 


•'_ COPR. 154O 8V NF.A SJR'-'lCe'. t>T. 7. M 


RED RYDER 
In a Tough Spot 
By FRED HARMAN 


ANSWER: Both. About 212 degrees F. during the lor-p n^.v r>n 


the moon, and about 200 belov.- zero during the long nighr. 


WARREN'S EXCLUSH'E SIGN STUDIO 


«f. 
Fone 1998 
340 Vi Penna. .Are., W. 


MASSED W^ , 
l\N'ONi1T 


NDE.T) 
FIGHT 


\-O\TH 


AC£ 
ffet)\-0i 
•SAVE 


AT 


VAV.I-E.Y 


Evervbodv Reads th^ Time? -Mirror (Many Use4 Gars 4re Listed on the Classified Page Every Day 
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SIDE GLANC ES . . . 
B y Galb raith OUR BOARDING HOUSE . . with . . Major Hoople OUT OUR W A Y 
............................................ By W illiam s 
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I HAFTA 
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KlfN 
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HOLD EVERYTHING 
BOOTS AND HER BDODIFS 
Double-Quick 


op e r a t ing 
ROOM. 


By EDGAR MARTIN 
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FRECKLES AND HIS FRIENDS 
SiVht for Sore Eyes 
By MERRILL BLOSSER 
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'Interestini;, isn’t il -the wav rvej’vthjn^ :s bor<uiiiii^j 
uicchanixed tin sc days?” 
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VOLt SHOULDNT MAV£- 
BROÜ6MT ME ALONG • 
X OUeMTA 6 0 OFF 
BY MVSELF SOME 
PLAC E AND PLAV/' 
WITH A FEW 
X 
r-ORöET 
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BULL iKi THE C HINA 
CLOSET'-- AND That'S 
NO MALAR.KV / 


It C OULD 
h a v e b e e n a 
LOT W OR SE- - 
j l b t s u p p o s e 
W E HADNT 
h a p p e n e d 
I 
^ 
ALONG WHEN 
/ _ 
^ 
YOU DID ? 
J 


■ ■ i 


ICOPR. 1940 RY N€A SERVICE. INC. T. M. ' 


WASH TUBBS 
Make Yourself at Home, Easy 
By ROY CRANE 


, 
, 
/ OH,THAT'S 
THAT MO'SET 
THAT'S OSiLY 
FLNKY FOV^'LEP, 
THE 6UV YOU'RE 
cOKlKlA QOOKN 


v 
^ 
i 
t 
h 


T H O U S A N D I S L A N D S , 
IM TH E ST. L A W RE M C E . 
RI VE R, 
A C T UA L L Y 
C:OA^RR!S>ES .^ B O L JT 
^ 7 0 0 


CC.T 1940 BV NEA SERVICE. INC, 


A\MT S^AWy FOLVCS 
TO ROOM VMl’ PUNKV. 
THEVC OMPIAIM HE MAKES 'EM IAT 5 FER WORK. 
SMORHS SO LOUD THEY 
C AWT HEAR THE FIVE 
O'CLOCK VOW^TLE. $OPTA QUEER. TOO 
, , tmwmt 
--------- 
/^6w'T THERE 
■> 
OTHER 
M 
' 
^ ,,J7r 
X roo»^ ? 


TOWM'6 FULL UP. TAKE IT OR LEAVE IT. OWLV 
REASOKi ,I 60T THIS VACAWCV IS BECAUSE 
THE OTHER 6Uy... KIAKAE WAS SARMEV... 
MICE FEILER, TOO.., HE WU2 KILT VESTlDDy 


K IL L E D ^ / VEAH. FOUKIO SHOT ] 
• ^THRU THE SACK OOVMM' 
ev THE iCE PLAKiT. , 
SON\ E SEI HE WUI A 
Ó-MAW, SUT I DUWWO. 
VOELL, JUS' M A K S 
VOUR'SELF AT.-^ 
HOME. SOM 


/ K J ' COPR ^9 ^ ®1 
J '*r- 7_V1._5 E_0 ._ii 


. M. REO. U S PAT O.- 
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XE ./\APE RATURE l 
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ANSWER. Both. About 212 degrees F. during the long' Oa.v r»n 
the moon, and about 200 below zero during the long nighr. 
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In a Tough Spot 
By FRED HARMAN 
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You Can Sell or Trade Promptly With a Classified Ad 


• Classified* 
Advertising 


'Automotive 


12-B 
Tractors For Sale 


CASH PRICES 


Averag* Worrit 
1 day 3 dtys 1 wk. 


Up to 15 word* or 3 IJnM JO 
SO 1.62 


20 words or 4 lines 
44 
1.20 2.16 


25 words or 5 lines 
55 1.50 2.76 


30 words or 6 llnw 
.66 1.40 
3.24 


35 words or 7 linn 
.77 2.10 3.75 


40 words or 8 lines 
..88 2.40 4.32 


45 words or 9 lines 
39 2.70 4.86 


50 words or 10 linei... .1.10 3.00 5.40 
55 words or 11 ilne*... .1.21 3JO 
334 


60 words or 12 lines....1J2 3.60 
«.4B 


Announcement* 


rf^*^Nrw^s/VW%^ 
Personal* 


CRAWLER 
TRACTOR BAR- 


GAINS T20 International Trac- 
tor with Winch, Caterpillar 20, 22, 
25 28 30, 35 and R-3 Tractors with 
or' without 
Winches, 
Franklin 


latest style D4600 Clutch com- 
plete. 
Beckwith Machinery Co., 


361 Congress St., Bradford, Pa. 


, 
Business Service 
^<VW%^^^«<«^~^^>^~>~~~ 
VN^^^ 
S~ 
S~ 
N~ 
V' 
18 
Business Services Offered 


FREE TALENT TEST—Hawaiian 


and Spanish guitar. 
Nollinger 


School of Music. Call Biekarck's, 


UPHOLSTERING 
and 
repairing 


furniture. 
C. M. Folkman, 106 


Pa. Ave., E. Phone 9727. 
20 Cleaning, Dyeing, Renovating 


MONEY YOU NEED 


Loans up to $300 on 


rtrRXITUHE ANB AUTOMOBILES 
Easy payment plans 
Phone 1-5-5 


KICHAKD G. DAYVSON CO. 
"A Local Loan and Finance Service" 


256 Penn'a Avenue West, at Liberty St. 


Real Estate for Rent 


-^^vo^s~v~w^~-~^~~v/%'~~vs^/' 
74 
Apartments anfl Flats 


VENETIAN BLINDS—All kinds. 


For estimate call R. L. Gerould, 
112 Redwood St. 1352-J. 
BIG TRIAL BOX TEN CENTS of 


the Champlin Salve direct from 
Salamanca on sale at McCaus- 
land's Pharmacy. This is an all 
purpose salve. Wonderful results. 


PLAIN dresses dry cleaned and 
pressed 50c. Wills & Co., 327 
Penna. Ave.. W. Cash and carry. 
25 Moving, Trucking and Storage 
MOVING, storage, hauling, local, 


long distance moving. Phone 35. 
Masterson Transfer Co. 


,iv/>SNf>S^%/S/4u**W'VVN''U'^S'U"u^ 
Employment 


N^^S^\-^lN^N^^^S*^^-~~^.^' 
Help Wanted Female 


NICELY FURNISHED APT., 4, 
rooms and bath; references. 311 
Hickory St., or call 2440-W. 
3 
ROOM furnished 
apartment, 


electric 
refrigeration, 
private 


bath. 1215 Penna. Ave., W. 
APT.—101 East St., 4 rooms, 
bath hot water heat. Available 
Sept. 1st. Adults. Call 328. 


ASTHMA OR HAY FEVER yields 
to Breatheasy. 
A time-tested 


scientific discovery, gives satisfac- 
tory results or your money re- 
funded. Trv it before you buy it 
FREE demonstrations. Write or 
call L. Nelson, 107 Lincoln Ave., 
Warren, Pa. Phone 1226-R. 


GIRL wanted for general house- 
work, go home nights. Apply 315 
East St. 
HOUSEKEEPER wanted in gen- 


tleman's home. 
Good 
wages. 


Write Box 888, care Times office. 


3 OR 4 room furn. apt., 1st floor, 
private ent. and porch. 
Reas. 


rent. Adults. 
115 Prsopect St. 


FIVE room apartment and garage. 


Call 1241-M. 
3 ROOM FURNISHED APT., pri- 
vate entrance, 
and Buchanan. 


Corner Glenwood 


SMALL unfurnished apt. Adults. 
Inq. 313 Poplar St. 


11 


Automotive 


*^w*^*x\xNir>tx\sv%^s%*s/xf 


Automobiles for Sale 


WOMAN for routine, part time 
house work, age 25-40. 
Hotel 


experience desired. Call 108 Mar- 
ket, Wednesday, 3-5 p. m. 
WANTED—EXPERIEINCED girl 
for general housework. Call 903-J 


5-ROOM 2nd floor Apt. Large at- 
tic porch. 
Adults. L. A. Carl- 


son. Call 1562-J. 


Change in Meas- 


ure Approved 


(From Page One) 


committee, 
which prepared the 


modified 
version 
of the Burke- 


Wadsworth 
bill 
on which 
the 


House will act. 


"I'm afraid we're licked,' 
ac- 


knowledged Rep. Short (R-Mo.1, 
one of the chiefs of the forces op- 
posed to a peacetime draft of the 
nation's manhood. 
In the oratorical battle antici- 


pated before the decisive vote is 
reached Friday or Saturday, the 
arguments for and against con- 
scription were expected to dupli- 
cate the general tenor of those 
aired in the Senate before it ap- 
proved 
the 
Burke-Wadsworth 


measure after three intensive weeks 
of debate. 
The major clashes were looked 


for on those sections of the modi- 
fied House bill which differ from 
the version passed bv the Senate. 


The biggest difference is on the 


age limits fixed. The House bill 
would make all male citizens or 
prospective 
citizens 
from 
21 


through 44 subject to registration 
and liable for military service. An 
approximate 
total of 24,000,000 


men thereby would be affected. 
The Senate version would restrict 
operation of the draft to the 12,- 
000,000 from 21 through 30. 


Plane Disaster Heads 


List of Holiday Deaths 


HELPS APPLIANCE CO. 


224 PEHHSYLVANIA AVE., W. - WARREN, PA. — 
PHONE 1225 


"Your Gas and Electric Dealer" 


NORGE . SERVEL . 
Products" "Electroiux9 
VICTOR. MAYTAG 


IStulios" 
"Washers" 


4, 5 AND 6 room apartments, cen- 
trally located, all newly decorai- 
ed. Reasonable rental. 
Immedi- 


ate possession. 
Inquire Times- 


Mirror office. 


USED CAR BARGAINS 
1936 Dodge 6 Sedan. 
1936 
Hudson 8 Con. Coupe. 


1938 Plymouth 6 Coupe. 
1937 
Chevy 6 Coupe. 


1935 DeSoto 6 Sedan. 
1937 DeSoto 6 Sedan. 
1935 Ford V-8 Coach. 
1939 Dodge 6 Sedan. 
1938 Dodge 6 Sedan. 
1936 Buick 8 Coupe. 
1932 
Buick 8 Sedan. 


1938 Hudson 6 Station Wagon. 
1936 Dodge 6 Coupe. 
1937 Plymouth 6 Sedan. 
3_Ford V-8 Pickup Trucks. 


C. C. SMITH CO., INC. 


6 Water St. 
Open evenings 


arj- 
147 


MONEY - MAKING 
sensation! 


Christmas Cards with sender's 
name, 50 for $1. 
Big profits. 


Also new "Beauty Queen" 21-card 
assortment—pays 50c. Many oth- 
er fast-selling assts. No experi- 
ence needed. Samples 
on 


proval. 
Chilton Greetings, 


Essex, Dept. 453, Boston, Mass. 
EARN EASY EXTRA MONEY 
NEW KIND CHRISTMAS CARDS 


"Personally addressed" to friends, 
relatives. Smart new 21-card as- 
sortment sells §1—you make 50c. 
Name-imprinted Christmas Cards 
50 for ?1- Other fast sellers. No 
experience. 
Samples 
on 
ap- 


proval. 
Friendship, 706 Adams, 


Elmira, N. Y. 
^__ 


FOR RENT—Apartment on sec- 


ond floor of Warren Land Co. 
building. 
Possession Sept. 1st. 


Will decorate to suit tenant. In- 
quire at Warren Land Co. office. 


77 
Houses For Rent 


WE STILL HAVE A CHOICE 
SELECTION TO CHOOSE FROM 
1937 Cevrolet Sport Sedan. 
1938 Chevrolet Town Sedan. 
1936 Buick Sedan. 
1935 Dodge Coupe. 
1933 Plymouth Coach. 
1932 Plymouth Sedan. 
1935 Chevrolet Pickup. 
1935 Chevrolet Suburban. 
1937 Motorcycle. 
1930 Chrysler Coupe. 


B. & E. CHEVROLET CO. 


Used Car Lot Penna. Ave., East 


Tel. 1444 or 2725 


4 ROOMS, bath, cellar. Adults. 5 
Myrtle St., Warren. 


5-ROOM HOUSE with bath on 
Sixth Ave. Inquire at 211 Sixth 
Ave. 
HOUSE—6 rooms, bath, coal fur- 
nace. 
Newly decorated, modern. 


Russell Rd. Call 2372-R. Adults. 


GIRL wanted for general house- 
work. Stay out nights. No chil- 
dren. Phone 69. 


SAFETY TESTED USED CARS— 
1937 Oldsmobile Tudor Sedan 
1937 Oldsmobile Club Coupe 
1936 Chevrolet Master Sport Sedan 
1936 Ford DeLuxe Sedan 
1935 Oldsmobile Sedan 
1931 Chevrolet Coupe 
PARVIN MOTOR CAR CO. 


309 Liberty St. 
Phone 1502 


FOR RENT—Six room house on 
Parker St. Possession Sept. 1st. 
Inlquire of W. A. Walker, or 
Times-Mirror office. 


77-A 
Cottages For Rent 


GOOD OPENING for right man 
in 
locality 
recently 
available 


handling famous Watkins Prod- 
ucts. Rural section. 
No invest- 


ment. Write F. R. Haigh, Box 
367, Newark, N. J. 
STEADY MAN, married or single 
to work on farm. 
Call 7-R-12, 


Lottsville, Pa. 
36 Situations Wanted, Female 


1934 FORD COUPE, 1929 Ford 
coupe. See Bert Werlin, 206 Pa. 
Ave. E. next to Neal's. 


YOUNG LADY desires any kind 


of work. Write Box "G. G.", c-o 
Times. 


TWO GARAGES for rent. Rear 
18 Water St. Inq. Times-Mirror 
office. 
78 
Offices and Desh Room 
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marched in a two and a half hour 
parade and there were gatherings 
at Vandergrift, Ambridge, Browns- 
ville, Carnegie, Ford 
City 
and 


Suterville. 
Philadelphia and Camden, N. J., 


labor leaders made their 
annual 


pilgrimage to Arlington cemetery, 
Merchantville N. J. to pay tribute 
at the grave of Peter J. McGuire, 
founder 51 years ago of Labor Day. 


Two brothers and their 
sister 


died at Kittanning in one of the 
most disastrous accidents. Killed 
in the collision of their automo- 
bile and a bus were Howard W. 
Bomgardner, 
18, 
his 
brother, 


Christian, 23, and sister, Esther, 
24, all of R. D. 2 Lebanon. 
At Longhorne speedway George 


Matheson, 32-year old 
Paterson, 


N. J., motorcycle racer was hurled 
to hi's death during the 100-mile 
national championship race. 


Ammon Kelchner, Lebanon, was 


killed during the 
30-mile 
mam 


race at the 
Altoona 
speedway 


when his car skidded 
and over- 


turned. 
At Hershey Jimmy Storm, 23 


Philadelphia, was fatally 
injured 


in a crack-up during a midget au 
tomobile race. 


WEDNESDAY SPECIALS 


. Fresh Potato Bread 
loaf lOc 


! Lemon Chiffon Pies. -10c and 25c 


j Chocolate Chip Cookies. doz. 30c 


I 


MOSTERT'S BAKERY 


305 Penna. Ave., E. 
Phone 2389 


FOR 
RENT—Office 
rooms 
on 


second floor of Warren Land Qo. 
building. Possession next month. 
Inquire Warren Land Co. office. 


Real Estate for Sale 


B 
Brokers in Real Estate 


Dam Menaces 


LEWIS'—WEDNESDAY 


CUBE STEAKS - - • • 


PURE PORK SAUSAGE ™» 


CUBED BEEF STEW 


Boneless 


ix-convict is Killed 


By Man Victim in Holdup 


(From Page One) 


vrested a gun away from hm. Ir 
he melee Selvage was shot and 
lis sister-in-law wounded in th 
leel. 


Meszaros was not held and Cor- 


oner Patrick McDermott said he 
was convinced the youth was "jus- 


SPECIAL FOB WEDNESDAY 
Hamburg 
2 lb 33c 


Sirloin Steak 
Jb Sic 


Peaches 
Vi bu. basket 69c 


Warren Super Market 


48 Pa. Ave., E. 
Phone 1709 


Closing Quotations 


Kcuorled oy Ray, Klcfcards 


and Company 


Warren Savings Bank 


DOW-JONES IND. AVGS. 


Closing 129.73, up .31 


Imlustrials and Oils 


Steel 
22 


Allied Clum and Dye 
157 


Allis-Ch.ilmiMs 
SIJ 
1-. 


Amerada 
46' 't 
American Can 
96 VK 


American Car Foundry 
25% 


American Locomotive 
13'/» 


American Kndiator 
7% 


American Rolling Mills 
31% 


American Smelt and Ref.... 39 
American Sugar 
- 
-- 


American Water Works 
9 


American Tel and Tel 
1627ft 


American Tobacco B 
75 *« 


Anaconda, 
21% 


Atchison 
1&Vz 


Atlantic Refining 
22 


Barber Co 


Jersey Town 


SENIOR High School girl desires 
room and board in private home 
in exchange for work while at- 
tending school. References. Wrte 
Box 555, care Times. 


MR. AND MRS. BUYER—Our 
policy is to sell you the best car 
at the lowest possible price with 
a Weigel Guarranty you can de- 
pend on. 
1938 Dodge Coupe. 
1938 Ford Deluxe Tudor. 
1937 Ford Deluxe Tudor. 
1937 
Ford 60 H-P Coupe. 


1936 De Soto Coach. 
1936 Ford Tudor. 
1935 Ford Deluxe Fordor. 
1934 
Pontiac 8 Coupe. 


1929 
Chrysler Sedan and others. 


"Our Rule is the Golden Rule." 


WEIGLE MOTOR SALES 


210 Penna. Ave. E. 
Phone 911 


BETTER USED CARS — Recon- 
ditioned and Guaranteed. 
37 Ford Sedan 
36 Packard Sedan 
36 Ford Sedan 
35 Chrysler Sedan 
34 Chrysler Sedan 
34 Buick Sedan 
32 Chrysler Roadster 
32 Buick Coupe 
31 Ford Sedan 
30 Ford Coupe 
30 Ford Roadster 
30 Plymouth Sedan 
29 Packard Sedan 
C. A. HUBBARD MOTOR SALES 
208 East St 
Open Evenings 


RECONDITIONED USED CARS 


1939 
Pontiac Coupe. 


1937 Ford Sedan. 
1936 Plymouth Coach. 
1935 Plymouth Sedan. 
1935 Chevrolet Coach. 
1934 
Chevrolet Coupe. 


R. J. W. PONTIAC SALES 


323 Pa. Ave., W. 
Phone 1650 


MIDDLE 
aged Catholic 
_ woman 


desires housekeeping in widower's 
home. 
References 
exchanged. 


Write 
Box 
7000 
care Times- 


Mirror. 
37 
Situations Wantefl—Male 


WANTED—Work of any kind by 
young man. 
Phone 2112-J. 


^N^NXV^\*~^^*>^^s*1^^-^'^' 
Live Stock 


'***tsi*jn*f*ut*ts*^**^*iS**s*tS*S* 


47-A 
Dogs, Pets, Supplies 


HOUSES on payment plan. 10% 
down. 
Call 14 office and .esi- 


dence. 
Legters Real Estate, 3 


Verbeck St. 


83 Farms and lands for Sale 


(From Page One) 


of the Sharpe street concrete bridge 
and swept away the east approach 
of a steel "turntable" crossing. 


Warnings were sent from Mill- 


ville 28 miles down the Tidewater 
river to Delaware Bay, urging low- 
land residents to abandon their 
homes. 


President Notifies Congress 


(From Page One) 


"They are essential to the pro 


tection of the Panama Canal, Cen 
tral America, the northern portion 
of South America, the Antilles 
Canada, Mexico and our own east 
ern and gulf seaboards. 


"Their consequent importance in 


hemispheric 
defense 
is obvious. 


For these reasons I have taken 
advantage of the present oppor- 
tunity to acquire them." 


South Charleston, W. Va., Sept 
3 _ (jp) 
— President 
Roosevelt 


tifled" in the shooting. 
No date 


was set for an inquest. 


Gage said Police Chief 
A. I. 


jampbell of Homer City, Indiana 
county, identified Selvage as the 
man who beat him and took his 
gun last July. 
Campbell said 


the gun with which Selvage was 
shot Saturday was the one he had 
robbed him of. 


Gage said Selvage, a resident of 


Houtzdale, was on parole after 
serving a term in Western Peniten- 
tiray for robberies in Clearfield 
county. 


The State Policeman said Cath- 


erine Selvage admitted that she 
and 
her brother-in-law recently 


Baltimore and Ohio 
4 


Barnsclall 
8 


Bethlehem Steel 
80 


Blaw-Knox 
8% 


Briggs Mtg 
- 
21 % 


Byers Pipe 
7 % 


Canadian 1'acific 
4 


Calumet and Ilocla 
6V_ 


Cerro DC PPSCO 
24% 


Stand Oil of Calif 
Stand Oil of Indiana 
25% 


Stand Oil of N J 
35%, 


Socony Vac 
8% 


Sperry Corp 
39% 


Stewart Warner 
6% 


Studebaker 
7% 


Texas Corp 
85% 


Timken R B 
43 


Timken Detroit Axle 
26% 


Tidewater Asso 
9% 


Union Carbide and Carbon . . 74% 
Union Oil of Calif 
12% 


Union Pacific 
87 


U S Rubber 
20 


United Gas and Imp 
11% 


U S Steel 
55 


U S Steel Pfd 
— 


Vanadium 
32%, 


Warner Bros 
2% 


Westmghouse Elec 
101 


Western Union 
19% 


Woolworth 
33 


Yellow Truck 
14% 


Youngstown Sheet and Tube. 33%, 


Curb Market and Outsides 


American Cyanamid B 
— 


Arkansas Gas A 
— 


Associated Gas and Elec ... — 
Carrier Corp 
— 


Cities Service Common 
6%, 


Cities Service Pfd 
74% 


Columbia Oil and Gas 
— 


Elec Bond and Share 
5% 


Fail-child.. Aviation 
— 


Ford Motors Ltd 
— 


Gulf Oil of Pa 
— 


Humble Oil 
— 


International Petroleum .... — 
Lone Star 
9% 


Mountain Producers 
— 


National Fuel 


Chesapeake and Ohio 
4074 


Chrysler 
76 


Col Carbon 
— 


Col Gas and Eloc 
5% 


Commercial Credit 
35% 


General Foods 
41% 


Commercial Inv Trust 
39% 


Consolidated Oil 
6% 


Continental Can 
Continental Oil . 


National Transit 
9%' 


Niagara-Hudson Power 
5% 


Pennroad 
- • 
2 
Pittsburgh Plate Glass 
— 


South Penn 
— 


United Gas 
— 
Un Light and Power A 
— 


Un Light and Power Pfd ... — 


FOR SALE—Farm on Fox Hill 
road, near Russell. 
Good house 


and out buildings. 
Electricity 


available soon. Reasonable. 
In- 


quire W. A. Walker. 
Times 


office. 


KJ^._ 
_ 
_ 
_ 
_ 
_ 
_ 
_ 
_ 
_ 


Houses for Sale 


7 ROOM house for sale or rent 


Central. 
Owner leaving town. 


Phone 1967. 


PERMACEDAR Shavings aromat- 
ic dog bedding kills 
odor; repels 


fleas; makes coat glossy. Big Bag 
60c. 
Frank Trusler and Son, 104 


Water St. 


•VyNXV^V^^V^i^i^^N. 
48 
Horses, Cattle, Vehicles 


HOUSES for sale, 5% to 10% 
down, balance same as rent. War- 
ren Real Estate & Investment Co. 


Labor Leaders Pledge 


Unions to Aid Defense 


(From Page One) 


Minton (D-Ind) in a speech at Mt. 
Carmel, 111., said that the "Wag- 
ner act is here to stay," adding 
that the administration "will not 
turn back to the old days 
that 


permitted the 
unrestrained 
ex- 


ploitation of labor through 
poor 


pay and long hours." 


BUNGALOW—6 rooms, bath, gar- 
age, furnace, cemented basement. 
Located at 211 Parker St. Inq. 
W. A. Walker, Times office. 


85 
Lots for Sale 


BETTER USED CARS 
Reconditioned and Guaranteed 
'36 Packard Sedan. 
'35 Plymouth Coupe. 
'35 Chrysler Airflow Sedan. 
'36 Ford Coach. 
'35 Hudson Sedan. 
'32 Chrysler Roadster. 
'32 Buick Coupe. 
'30 Plymouth Sedan. 
'30 Ford Coupe. 
'29 Ford Coupe. 
'28 Oldsmobile Sedan. 
C. A. HUBBARD MOTOR SALES 
208 East street — Open Evenings 


TEAM and harness. Weight 3200. 


$150.00. Mitchell, B&E Chev. Co. 


JERSEY COW for sale, also 14- 
month-old 
heifer. 
Mrs. Lena 


Frey, R. D. 1, Clarendon, 


BUILDING LOT in desirable resi- 


dence section. Address XYZ, c-o 
Times-Mirror. 


51 


Merchandise 


Articles for Sale 


USED HAND cement block ma- 


chine, complete, cheap. Cole Bros., 
Pleasant Twp. Phone 1677-J. 


Guard Killed by Fugi- 


tives in Prison Escape 


REFUGEE TRAIN WRECKED 
Brussels, Sept. 3— (5*)— Fifteen 


persons were killed and 50 injured 
when a freight train rammed a 
refugee train carrying 1,200 per- 
sons from the south of France to 
Belgium and Holland last night at 
the Sambre river. The last car of 


they 


CLEAN READY MIXED concrete, 
sand and gravel, mason sand, rich 
topsoil. Filling or driveway gravel 
50c per cubic yd. Cole Bros., 1677-J. 


64 
Specials at the Stores 


SEWING MACHINE — Slashed 
prices. 
Two days left—all floor 


models electric cabinets and drop 
head treadles 
greatly 
reduced. 


Also electric portable S12.95 guar- 
anteed—Free 
sewing lessons- 


Open evenings 6 to 8 p. m. Singer 
Sewing Machine Co., 216 Penna. 
Ave., W., Phone 729. 
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it to Rayville, La., where 
wrecked it. 
At Rayville the five felons com- 


mandeered a car occupied by the 
three young people and drove to 
near Columbia, where they were 
overtaken by officers while stop- 
ping to repair a tire. 


EVERY DAY is bargain day for 


the readers of the advertisements 


66 
Wanted to Buy 


WANTED TO BUY—Model T. 
Fords. Touring or roadster. Write 
"Ford" care Times. 


WANTED—Wiping cloths. 
Must 


be white, clean and large size. 5c 
lb. Bring to Times office. 


Free Battery Checking Service 
Only Pure Distilled Water Used 
SWANSON TIRE SHOP 


43-.J 


Rentals - Recharging 


Koad Service 


the others badly damaged. 


completing what he called a "sen- 
timental journey" to a naval ord- 
nance plant begun when he was as- 
sistant secretary in 1917, assert- 
ed today he had received the idea 
that "what was started 23 years 
ago now is bearing full fruit." 


He made the statement in a 


brief greeting by radio to the peo- 
ple of West Virginia's capital be- 
fore leaving for Washington on a 
special train. 


Yesterday's 
speech dedicating 


the park, delivered at Newfound 
Gap on the Tennessee-South Caro- 
lina boundary, brought from Mr. 
Roosevelt 
an 
admonition 
that 


"Americans 
must—prepare in a 


thousand ways" to defend their 
freedom and way of life." 


Standing before a rugged mon- 


ument a mile above sea level and 
looking out over an impressive ex- 
panse of valleys and tumbling 
ridges of mountains, the president 
declared that sacrifices were nec- 
essary, that men and guns and 
, 
naval bases, that agents of dicta- 


holdups and auto thefts extending 
into Cambria, Blair, Centre, Clear- 
field, 
Indiana, 
Allegheny 
and 


Westmoreland counties. 


Mrs. 
Selvage, 
wounded 
only 


slightly, 
was 
held in Cambria 


county jail pending the filing of 
formal charges. 


41 


tortiss-Wright 
8%, 


Jurtiss-Wright "A" 
27% 


Dome Mines 
15 J/4 


Delaware and Hudson 
12% 


E. I. du Pont de Nemours ..167 
Llectric Auto-Lite 
36 


Erie R. R. Common 


SOCIAL EVENTS 


TABITHA SEWING 


CIRCLE PICNIC 


Members and friends of the Tab- 


itha Sewing Circle are reminded 
of the picnic to be held Thursday 
noon at the home of Mrs. Norman 
Kuhre, Kinzua road. 


THE OIL MARKET 


12A 
Trailers 


HOUSE TRAILERS—For best dis- 
plays and lowest prices see Hughes 
Trailer Sales, 3 miles south of 
Waterford, U. S. Rt. 19. 


North Dakota had the lowest 


percentage of accidental deaths of 
all siates in 1939. 


67 


Rooms and Board 


^^S>N-«k^y%^>XXXN^N-^N^^SX*i^^X<«^»-SX\, 
Rooms With Board 


BOARDERS wanted at 1411 Penna. 
Ave., E. Good beds and good board. 
Phone 2973 after 5 p. m. 


Thirty-seven of the 73 most in- 


jurious insect pests in America 
jaave been imported. 


blue coal (hard) 
§11.75 


Special Hard Coal 
$13.00 


Neville Coke 
-S 9.75 


Special Coke 
$9.00 


Kinander Coal Co, 


Phone 707 


While 
Rumanian 
resentment 


against the Axis flared high, 
Juliu Maniu, above, thrice pre- 
mier of Rumania and powerful 
Transylyanian leader, notified 
both Hitler and Mussolini di- 
rectly 
that 
Rumania 
would 


"never accept" forced cession of 
Transylvania territory to Hun- 


For, he said, the "greatest at- 


tack that has ever been launch- 
ed against freedom of the individ- 
ual is nearer the Americas than 
ever before." 


London, Sept. 3—(/P)—Foreign 


office 
officials broke into broad 


grins and greeted news of the 
British-American exchange of air 
bases for over-age destroyers to- 
day "with the greatest possible sat- 
isfaction." 


Plans Are Laid For 


The Mobilization of 


Pennsylvania Troops 


(From Page One) 


Only 
three 
of Pennsylvania's 


most noted troops will escape the 
general "unhorsing." 
These 
are 


Headquarters troop of the 
52nd 


Cavalrv brigade, better known as 
Philadelphia's first city troop, dat- 
ing 
back to the 
Revolutionary 


War- Troop I (Eve), 104th cav- 
alry, Harri=burg. the "Governor's • 
Troop," and Marine Gun Troop, 
]03rd 
Cavalry, 
BHIe.fonte, 
the' 


"Sheridan Troop" of Civil 
davs 


^—_-—--—• 


TIDE WATER ASSOCIATED 


(Effective August 28, 1940.) 


Bradford, Pa...............?1-85 
Allegany, N. Y............. l-«5 
SEEP PURCHASING AGENCY 


OF SOUTH PENN OIL CO. 
(Effective August 28, 1940.) 


Penn'a Grade Oil in New York 


Transit Co...............$1.85 


Bradford Dist. Oil in National 


Transit Co............... 1-85 


Bradford Dist. Oil in Bradford 


Transit Co............... 1-85 


Allegany Dist. Oil in Bradford 


Transit Co............... I-85 


Penn'a Grade Oil in South West 


Pa. P. L................. 1-50 
Penn'a Grade Oil in Eureka 


Pipe Line Co.............I-44 


Corning Grade Oil in Buckeye 


31 
Freeport Texas 


en. American Transport .. — 
eneral Electric 
34 


^eneral Motors 
48 % 


Great Northern Rwy 
25% 


_.-oodrich 
Goodyear Tire and Rub 
lo% 


Hiram Walker 
26 


International Nickel 
27% 


Inter Paper Power, Pfd. .. 62%. 
International Tel. and Tel. .. 2% 
Inspiration Copper 
9% 


J. C. Penney Co 
84 


Johns-Manville 
68 


Jones and Laughhn, Pid - - 72% 
Kennecott Copper 
28% 


Libbey-Owens-Ford 
41 


| 
Menus oi the Day 
,j.__—. 
— 


By MRS. 
ALEXANDER GEOKGE 


Curry gives the different flavor 


to meats. 
r 
Curry For Dinner 


Serving 3 or 4 


Veal Curry 
Condiment Tray 


Toasted Rolls 
Currant Jam 


Maple Sponge 
Coffee 


Mid-Continent Petroleum 
12% 


Veal Curry 


3 cups water 


(boiling) 
1 tablespoon 
curry powder 
S tablespoons 


butter 
4 tablespoon! 
flour 


2 cups mills 
2 cups hoc bolleS 
rice 


Mack Truck 
22% 


Montgomery Ward 
41A 


National Biscuit 
v- 19%. 


National Cylinder Gas 
9% 


Nat. Cash Register 
13 


National Dairy Prod 
National Supply Co 
New York Central 
13% 


North American 
20% 


Northern Pacific 
7% 


Ohio Oil 
6*4 
Paramount Pictures 
5% 


Phillips Pete 
34 VL 


Pacific Gas and Elec 
29vfc 


Packard Motor 
3% 


Public Service of N J 
—— 


Pullman 
2Q1/2 


Penna R R 
21 


Procter and Gamble 
62 


Shell Union 
9 


Skelly Oil 
Southern Calif. Edison 
26% 


Southern Pacific 
8% 
6% 


Pipe Line Co. f 11-4-39) 


PENNZOIL CO. 


(Effective August 28, 1940.) 


Pennsylvania Grade Oil in Na- 


tional Transit Lines: 


Group A 
?^ 
Includes Cochran, Franklin, 
Hamilton and Doolittle dis- 
tricts 


Group B 
i-77 Standard Brands 
Includes Titusville district. 
I 


Group C 
1-76 . 
Includes Turkey and Tidioute 
i 


districts. 
i 


Group D 
!-75 


Includes Bear Creek and For- 
] 


key districts. 


Group E 
!-73 , 
Includes 
Eideneau, 
Bull 


Creek, Rough Run, Carbon, 
Dipner, Bredm, McJunkin, 
Jameson, K^nnerdell, Emlen- 
ton, Tiona, Lack and Kmzua 
districts. 
.__ depends on length of pipe 
line haul to plant at O.I City. 


CITIES SERVICE CO 


(Effective August 2S i 
r'> 
r' 1 


City, Titupville 
-*1-'8 


VALVOLINE PIPE LIM-S 
<Effective August 2*. :.'10.i 


7% 
5 
Pure Oil 
Radio Corp 
Republic Iron and Steel 
Seaboard O;l 
~— 


Sears, Roebuck 
80% 


1 pound cubed 
veal (lean) 
4 tablespoons 


bacon fat 


Vt, cup chopped 
onions 


VJ cup chopped 
celery 


V- teaspoon salt 
Vi teaspoon 
paprika 


Brown the veal in the iat which 


has been heated in a frying pan. 
Add the onions, celery and season- 
ings. Cook for five minutes over a 
low heat. Add the v/ater. Cover 
and let simmer for about 45 min- 
utes—until the veal is very tender. 
(More water may be needed, so 
inspect frequently.) Mix in the 
curry and butter and cook several 
minutes. Then add the flour and 
milk. Cook slowly until thick and 
creamy. Let stand an hour or so— 
to develop the flavors. Reheat and 
serve on the rice. Pass a condiment 
trayful of chopped roasted pea- 
nuts, chutney sauce, chopped hard- 
cooked eggs and cocoanut. 


Maple Sponge 


1 tablespoon 
1 eg£ white, 
granulated 
gelatin 


% cup cold water 
1 cup maple 
syrup 


1 egs yolk 
% teaspoon salt 
Soak the gelatin for five minutes 


in the water. Dissolve ii- the syrup 
heated to boiling. Add the yolk. 
Cool and let thicken slightly. Beat 
up and fold in the rest of the in- 
gredients. Pour into a mold and 
chill until firm. Serve plain or 
topped with nuts or cream. 


beaten 
% cup heavy 
cream, 
•whipped 
% cup nuts 
(optional) 
% teaspoon 


vanilla 


ADVANCE NOTICE 


PUBLIC AUCTION SALE 
Complete Panel and Veneer Plants-Real Estate and 


Buildings to Be Sold on the Premises of the 


Mohawk Plywood Company, Warren, Pa. 
TUESDAY, SEPTEMBER 10TH, 1940, 11 A. M. 


War Bradford District oil ;r 


Elk, McKean count)" 


"Srcri-ian 75 '" 
C'.DDer. 


fat's 
N 
"31 Trr« Drjm 
Endisst 


Bcc. >a-f-. D r«— . Motor Driven. 


BiMst"i~'< S 
ft. C ar-n Carrier, 39 


Watt's',- fo. 207 P 3 Sa*. V Track 
Yatcs No ?29 Pa-'. S ZC-. 
Yaiu No. 23S S -B'c Sur'aser. 30 IP. 


Vaci "C. S'-'. '-'a. rwi Ro'l Gr.rx1- 


Some existing units 
will 
be penn-a Grade oil in: 


transformed into an anti-tank bat- 
Warren, 
Forest, 


talion. 


HOUSE 


FOR KENT OR SALE 


C.W.Edgett Planing Mill 


Phone 1827 


GOODRICH TIRES 


Easy Terms 


BAIRD TIRE SHOP, INC 


103-105 MARKET ST. 


Dr .c. 


Den- s Ve-ce- 


and Butler r 


Allegheny, Beaver, \Va=>-r?^r. 


and Greene counties 
3.™ 


West Virginia 
• \^ 


Southeastern Ohio 
• ! lU 


QUAKER. STATE 


(Effective August 2-. 1P40.J 


jPenr/a Grade Oil in B-;-r;eye 
j 
Pipe Line Co. 
..S1.40 


i Penn'a Grade Oil in E-.r£r:a 


1 
Pine Line Co 
• • • • *Ai 


PURE OIL C/; 


\ 
(Effective August 2'-. i&i°;V „_ 


Cabin Creek, W. Va 
*!•« 


'Bradford Hallow, W. va 
- - - ^ 


'.Kelly Creek, W. Va. 
•• a-44 


36 ••>. Bz-d Sa*f. 
50 Gx"->-\ G t,c V TV*. 
LAPSE QUANTiTY OF AC MOTORS 


T, H=> So 25 H=. 


FACTORY 
TRUCKS. 
CLAVPS. 
I 


BEAMS. RETAIN SG ROCS, NAILS, 


CA INSPECITON DAILY UNTIL TIME OF SALE 


SALT; I-XDER Tire MANAGEMENT OF 


Merrill 16 Plate Redrier. 
Merrill 66 in. Clipper. 
Fay & Eoan Double Cut Off Saw. 
Co-t. Feed Veneer Jointer. 
24 in. Joinler Wllh Feeding Atlach- 


nert. 


Hydraulic Lifts. 
H/flrauplic Pump. 
REAL 
ESTATE: 
Anprox. 3fe Acres, 


wit,- r. r. sidirfj. on Irvire &. Euclid 
Sis.. Warrcr, Perna. 


BUILDINGS: Aporox. 40,000 
square 


feet, 
three floors, 
equipped 
wiih 


elevator and sprinkler system. 


WILL BE SOLD FREE AND CLEAR 


OF ALL LIENS AND ENCUMBER- 
ANCES. 


Th.s plant is suitaole for any type of 


maiufacivrir.E—^Sh ceilings, oround 
ficor concrete—large doors. 


Joseph Weisner & Co. 


By KAIxMAN KARPP, Auctioneer 


122 East 42nd Street, New York Ci 


Auctioneer's TP.Ienhonc Caledonia 


W A R R E N , P Ä tj 
r i M E S - M I R R O R , T U E S D A Y , S E P T E M B E R 3, 1 9 4 0 
N I N I Î 


• Classified* 
Advertising 


Averao* Wofdt 
1 day 9 dayi 1 wk. 


Up to 15 word! or S nne* J O 
3 0 
20 words or 4 lin n.............. 44 
1J20 
25 words or 5 linei .............. 55 
U O 
30 words or 6 l l n a c . . . . . . ^ 
l.dO 
35 words or 7 line« .. . . . ..7 7 
2.10 
40 word) or 8 lin n..............8 8 
2.40 
45 wordi or 9 lines.............S 9 
2.7 0 
50 wordi or 10 lin c a ....1.10 
3.00 
55 words or 11 lin ee.. . .1.21 
3.30 
60 words or 12 lin es.. . .1.32 
3.60 


An n o u n cemen ts 


1.C2 
2.16 
2.7 6 
3.24 
3.75 
4J2 
4.86 
5.40 
3.94 
C.48 


7 
Feraonals 


FREE TALENT TEST—Hawaiian 
and 
Spanish 
g uitar. 
Nolling er 
School of Music. Call Biekarck’s, 


VENETIAN BLINDS—All kinds. 
For estim ate call R. L. Gerould, 
112 Redwood St. 
1352-J. 


r V i 
Au to mo tive 


12-B 
Tractors For Sale 


CRAWLER 
TRACTOR 
BAR­ 
GAINS—T20 International Trac­ 
tor with Winch, Caterpillar 20, 22, 
25, 28, 30, 35 and R-3 Tractors with 
without 
Winches, 
Franklin 
or 
latent style D4600 Clutch 
com­ 
plete. 
Beckwith Machinery Co., 
361 Cong ress St., Bradford, Pa. 


Bu sin ess S ervice 


MONF.Y YOU NEED 


Loans up to $300 on 
FURNITURK A.VD AUTOMOBILES 
Easy payment plans 
Phone 1-5-5 
KICIL4LRD G. DAWSON CO. 
“A Local Loan and Finance Senice” 
256 Penn'a Arenue West, at Liberty St. 


Rea l Esta te fo r Ren t 


74 
Apartments and Flat« 
18 
Business Services Oflfered 


UPHOLSTERING 
and 
repairing 
furniture. 
C. M. Folkman, 106 
Pa. Ave., E. 
Phone 9727. 


20 Cleaning , Dyeing , Renovating 


NICELY FURNISHED APT., 4 
rooms and bath; references. 
311 
Hickory St., or call 2440-W. 


3 
ROOM 
furnished 
apartm ent, 
electric 
refrig eration, 
private 
bath. 
1215 Penna. Ave., W. 
PLAIN dresses dry cleaned and 
pressed 50c. 
Wills & Co., 327 
Penna. Ave., W. Cash and carry. 


25 Moving, Trucking and Storage 


BIG TRIAL BOX TEN CENTS of 
the Champlin Salve direct from 
Salamanca on sale a t McCaus- 
land’s Pharm acy. 
This is an all 
purpose salve. Wonderful results. 


ASTHMA OR HAY FEVER yields 
to 
Breatheasy. 
A 
time-tested 
scientific discovery, g ives satisfac­ 
tory results or your money re­ 
funded. 
Try it before you buy it. 
FREE demonstrations. 
W rite or 
call L. Nelson, 107 Lincoln Ave., 
W arren, Pa. 
Phone 1226-R. 


Au to mo tive 


11 
Antomobilee for Sale 


USED CAR BARGAINS 
1936 Dodg e 6 Sedan. 
1936 Hudson 8 Con. Coupe 
1938 Plymouth 6 Coupe. 
1937 Chevy 6 Coupe. 
1935 DeSoto 6 Sedan. 
1937 DeSoto 6 Sedan. 
1935 Ford V-8 Coach. 
1939 Dodg e 6 Sedan. 
1938 Dodg e 6 Sedan. 
1936 Buick 8 Coupe. 
1932 Buick 8 Sedan. 
1938 Hudson 6 Station Wag on. 
1936 Dodg e 6 Coupe. 
1937 Plymouth 6 Sedan. 
3—Ford V-8 Pickup Trucks. 
C. C. SMITH CO., INC. 
6 W ater St. 
Open evening s 


WE STILL HAVE A CHOICE 
SELECTION TO CHOOSE FROM 
1937 Cevrolet Sport Sedan. 
1938 Chevrolet Town Sedan. 
1936 Buick Sedan. 
1935 Dodg e Coupe. 
1933 Plym outh Coach. 
1932 Plymouth Sedan. 
1935 Chevrolet Pickup. 
1935 Chevrolet Suburban. 
1937 Motorcycle. 
1930 Chrysler Coupe. 
B. & E. CHEVROLET CO. 
Used Car Lot Penna. Ave., E ast 
Tel. 1444 or 2725 


MOVING, storag e, hauling , local, 
long distance moving . 
Phone 35. 
M asterson Transfer Co. 


Emp lo ymen t 


32 
Help Wanted Female 


GIRL w anted for g eneral house­ 
work, g o home nig hts. Apply 315 
E ast St. 


HOUSEKEEPER wanted in g en­ 
tlem an’s 
home. 
Good 
wag es. 
W rite Box 888, care Times office. 


WOMAN for routine, 
part 
time 
house work, ag e 25-40. 
Hotel 
ex perience desired. Call 108 M ar­ 
ket, Wednesday, 3-5 p. m. 


APT.—101 E ast 
St., 
4 
rooms, 
bath, hot w ater heat. Available 
Sept. 1st. Adults. Call 328. 


3 OR 4 room furn. apt., 1st floor, 
private ent. and porch. 
Reas, 
rent. 
Adults. 
115 Prsopect St. 


FIVE room apartm ent and g arag e. 
Call 1241-M. 


3 ROOM FURNISHED APT., pri­ 
vate entrance. 
Corner Glenwood 
and Buchanan. 


SMALL unfurnished apt. 
Adults. 
Inq . 313 Poplar St. 


5-ROOM 2nd floor Apt. Larg e a t­ 
tic, porch. 
Adults. L. A. Carl­ 
son. 
Call 1562-J. 


W ANTED—EXPERIEINCED g irl 
for g eneral housework. Call 903-J 


MONEY - MAKING 
sensation! 
Christm as 
Cards with 
sender’s 
name, 50 for $1. 
Big profits. 
Also new "Beauty Queen” 21-card 
assortm ent—pays 50c. Many oth­ 
er fast-selling assts. 
No ex peri­ 
ence needed. 
Samples 
on 
ap­ 
proval. 
Chilton Greeting s, 
147 
Essex , Dept. 453, Boston, Mass. 


EARN EASY EXTRA MONEY 
NEW KIND CHRISTMAS CARDS 
“Personally addressed” to friends, 
relatives. 
Sm art new 21-card as­ 
sortm ent sells $1—you make 50c. 
Name-imprinted Christm as Cards 
50 for $1. 
Other fast sellers. No 
ex perience. 
Samples 
on 
ap­ 
proval. 
Friendship, 706 Adams, 
Elmira, N. Y. 


SAFETY TESTED USED CARS— 
1937 Oldsmobile Tudor Sedan 
1937 Oldsmobile Club Coupe 
1936 Chevrolet M aster Sport Sedan 
1936 Ford DeLux e Sedan 
1935 Oldsmobile Sedan 
1931 Chevrolet Coupe 
PARVIN MOTOR CAR CO. 
309 Liberty St. 
Phone 1502 


1934 FORD COUPE, 1929 
Ford 
coupe. 
See Bert Werlin, 206 Pa. 
Ave. E. nex t to Neal’s. 


MR. AND 
MRS. 
BUYER—Our 
policy is to sell you the best car 
at the lowest possible price with 
a Weig el G uarranty you can de­ 
pend on. 
1938 Dodg e Coupe. 
1938 Ford Delux e Tudor. 
1937 Ford Delux e Tudor. 
1937 Ford 60 H-P Coupe. 
1936 De Soto Coach. 
1936 Ford Tudor. 
1935 Ford Delux e Fordor. 
1934 Pontiac 8 Coupe. 
1929 Chrysler Sedan and others. 
“Our Rule is the Golden Rule.” 
W EIGLE MOTOR SALES 
210 Penna. Ave. E. 
Phone 911 


GIRL wanted for g eneral house­ 
work. 
Stay out nig hts. 
No chil­ 
dren. Phone 69. 


3S 
Help Wanted Male 


GOOD OPENING for rig ht man 
in 
locality 
recently 
available 
handling famous W atkins Prod­ 
ucts. 
Rural section. 
No invest­ 
ment. 
W rite F. R. Haig h, Box 
367, Newark, N. J. 


4, 5 AND 6 room apartm ents, cen­ 
trally located, all newly decorai- 
ed. 
Reasonable rental. 
Immedi­ 
ate possession. 
Inq uire 
Times- 
M irror office. 


FOR RENT—Apartm ent on sec­ 
ond floor of W arren Land Co. 
building . 
Possession 
Sept. 
1st. 
Will decorate to suit tenant. In­ 
q uire at W arren Land Co. office. 


77 
Houses For Bent 


4 ROOMS, bath, cellar. Adults. 5 
Myrtle St., W arren. 


5-ROOM HOUSE with bath on 
Six th Ave. 
Inq uire at 211 Six th 
Ave. 


HOUSE—6 rooms, bath, coal fur­ 
nace. 
Newly decorated, modem. 
Russell Rd. 
Call 2372-R. Adults. 


FOR RENT—Six room house on 
Parker St. 
Possession Sept. 1st. 
Inlq uire of W. A. W alker, or 
Times-Mirror office. 


7 7-A 
Cottag es For Rent 


TWO GARAGES for rent. 
Rear 
18 W ater St. 
Inq . Times-Mirror 
office. 


78 
Offices and Desk Room 


Chang e in Meas­ 
ure Approved 


(From Pag e One» 
! 
committee, 
which 
prepared the i 
modified 
version 
of the Burke- ; 
W adsworth 
bill 
on which 
the i 
House will act. 
i 
“I’m afraid we're licked,” 
a c ­ 
knowledg ed Rep. Short (R-Mo.t, 
one of the chiefs of the forces op­ 
posed to a peacetime draft of the 
nation’s manhood. 
In the oratorical battle anticl' 
pated before the decisive vote is 
reached Friday or Saturday, the 
arg uments for and ag ainst 
con­ 
scription were ex pected to dupli­ 
cate the g eneral tenor of those 
aired In the Senate before it ap­ 
proved 
the 
Burke-W adsworth 
measure after three intensive weeks 
of debate. 
The m ajor clashes were looked 
for on those sections of the modi­ 
fied House bill which differ from 
the version passed bv the Senate. 
The big g est difference is on the 
ag e limits fix ed. 
The House bill 
would make all male citi7.ens or 
prospective 
citizens 
from 
21 
throug h 44 subject to reg istration 
and liable for m ilitary service. An 
approx imate 
total 
of 
24,000,000 
] men thereby would be affected. 
The Senate version would restrict 
operation of the draft to the 12,- 
000,000 from 21 throug h 30. 


Plane Disaster Heads 
List of Holiday Deaths 


(From Pag e One) 
marched in a two and a half hour 
parade and there were g athering s 
at Vanderg rift, Ambridg o, Browns­ 
ville, Carneg ie, 
Ford 
City 
and 
Suterville, 
Philadelphia and Camden, N. J., 
labor leaders marie their 
annual 
pilg rimag e to Arling ton cemetery, 
Merchantville N. J. to pay tribute 
at the g rave of Peter J. McGuire, 
founder 51 years ag o of Labor Day. 
Two brothers and their 
sister 
died a t Kit tanning in one of the 
m ost disastrous accidents. Killed 
in the collision 
of theU' autom o­ 
bile and a bus were Howard W. 
Bomg ardner, 
18, 
his 
brother, 
Christian, 23, and sister, 
Esther, 
24, all of R. D. 2 I^ebanon. 
A t Long horne speedway Georg e 
Matheson, 32-year old 
Paterson, 
N. J., motorcycle racer was hurled 
!to his death during the 100-mile 
'national championship race. 
Ammon Kelchner, I^ebanon, was 
killed during the 
30-mile 
mam 
race a t the 
Altoona 
speedway 
when his car skidded 
and over­ 
turned. 
At Hershey Jim m y Storm, 23, 
Philadelphia, was fatally 
injured 
in a crack-up during a midg et au­ 
tomobile race. 


PHELPS APPLIANCE CO. 


224 PENNSYLVANIA AVE., W. 
— 
WARREN, PA. 
— 
PHONE 1225 
^*Your Gas and Electric Dealer'' 
NORGE . SERVEL .RCA VICTOR. MAYTAG 


* ' l * r i u l u v i s * * 
" I t t i i l i i t s " 
“ 
I l i i s h * » r s * ' 


LEWIS'^WEDNESDAY 


CUBE STEAKS 
» 3 9 c 


Closing Quotations 


sud OomiMiny 


PÜRE PORK SAUSAGE 
2 ». 3 9 c 


CUBED BEEF STEW 
Boneless 
2 39c 


W a i ri'ti 
Sa vingK 
Ra nk 
RIdg. 


Stand Oil of Calif . .. . . . . 18% 
Stand Oil of Indiana 
...........25% 
St anil Oil of N J .................... 35% 
Soi'ony Vac 
............................ 
8% 
Sperry Corp 
............................ 39% 
Hlewart W arner . . . 
............. 
6% 
S tudi'bnU or 
................................ 
7% 


1 » 0 \\ 
lO N T .S 1M » . \ \ ( i S . 
129.73, UJ» .31 


STEADY MAN, m arried or sing le 
to work on farm. 
Call 7-R-12, 
Lottavllle, Pa. 


36 
Situations Wanted, Female 


YOUNG LADY desires any kind 
of work. 
W rite Box “G. G.”, c-o 
Times. 


SENIOR Hig h School g irl desires 
room and board In private home 
in ex chang e for work while a t­ 
tending school. References. W rte 
Box 555, care Times. 


FOR 
RENT—Office 
rooms 
on 
second floor of W arren Land Qo. 
building . 
Possession nex t month. 
Inq uire W arren Land Co. office. 


Rea l Esta te fo r S a le 


R 
Brokers in Real Estate 


HOUSES on payment plan. 10% 
down. 
Call 14 office and .csl- 
dence. 
Leg ters Real Estate, 
3 
Verbeck St. 


83 Farm s and Lands for Sale 


MIDDLE 
ag ed Catholic 
woman 
desires housekeeping in widower’s 
home. 
References 
ex chang ed. 
W rite 
Box 
7000 
care 
Times- 
Mirror. 


37 
Situations Wanted—Male 


WANTED—W ork of any kind by 
young man. 
Phone 2112-J. 


Live S to ck 


BETTER USED CARS — Recon­ 
ditioned and Guaranteed. 
37 Ford Sedan 
36 Packard Sedan 
36 Ford Sedan 
35 Chrysler Sedan 
34 Chrysler Sedan 
34 Buick Sedan 
32 CSirysler Roadster 
32 Buick Coupe 
31 Ford Sedan 
30 Ford Coupe 
30 Ford Roadster 
30 Plymouth Sedan 
29 Packard Sedan 
C. A. HUBBARD MOTOR SALES 
208 E ast St ............ Open Evening s 


RECONDITIONED USED CARS 
1939 Pontiac Coupe. 
1937 Ford Sedan. 
1936 Plymouth Coach. 
1935 Plymouth Sedan. 
1935 Chevrolet Coach. 
1934 (ZJhevrolet Coupe. 
R. J. W. PONTIAC SALES 
323 Pa. Ave., W. 
Phone 1650 


BETTER USED CARS 
Reconditioned and Guaranteed 
’36 Packard Sedan. 
’35 Plymouth Coupe. 
’35 Chrysler Airflow Sedan. 
’36 Ford Coach. 
’35 Hudson Sedan. 
’32 Chrysler Roadster. 
’32 Buick Coupe. 
’30 Plymouth Sedan. 
’30 Ford Coupe. 
’29 Ford Coupe. 
’28 Oldsmobile Sedan. 
D. A. HUBBARD MOTOR SALES 
208 E ast street — Open Evening s 


47-A 
Dog s, Pets, Supplies 


PERMACEDAR Shaving s arom at­ 
ic dog bedding kills 
odor; repels 
fleas; makes coat g lossy. Big Bag 
60c. 
Frank Trusler and Son, 104 
W ater St. 


48 
Horses, Cattle, Vehicles 


TEAM and harness. W eig ht 3200. 
$150.00. 
Mitchell, B&E Chev. Co. 


JERSEY COW for sale, also 14- 
month-old 
heifer. 
Mrs. 
Lena 
Frey, R. D. 1, Clarendon. 
______ 


Merch a n d ise 


51 
Articles for Sale 


FOR SALE—Farm on Fox Hill 
road, near Russell. 
Good house 
and 
out 
building s. 
Electricity 
available soon. 
Reasonable. 
In­ 
q uire 
W. 
A. 
W alker. 
Times 
office. 


Dam Menaces 


w f;i>nf :s dav s p e c i al s 


Fresh l‘otato Broad . . . .loaf lOr 
Lemon ( hiffon IMes. .10« * and 25<' 
( ’hocolat<‘ <'hi|) ( ookies d07.. 2()c 


MOSTKRT’S BAKERY 
305 
.\ve., K. 
I*lione 238» 


M*E('IAL FOR VVEDNESDAY 


Hamburg ........................ 2 lb 38c 
Sirloin Steak ..................... lb 31c 
I’eaehes ...........' 2 
basket 69c 


Warren Super Market 
48 Pa. Ave., P}. 
Phone 1709 


Jersey Town 


(From Pag e One) 
of the Sharpe street concrete bridg e 
and swept away the east approach 
of a steel “turntable” crossing . 
W arning s were sent from Mill­ 
ville 28 miles down the Tidewater 
river to Delaware Bay, urg ing low­ 
land residents to abandon their 
homes. 


84 
Houses for Sale 


7 ROOM house for sale or rent 
Central. 
Owner 
leaving 
town. 
Phone 1967. 


HOUSES for sale, 5% to 10% 
down, balance same as rent. W ar­ 
ren Real E state & Investm ent Co. 


BUNGALOW—6 rooms, bath, g ar- 
ag e, furnace, cemented basement. 
Located at 211 Parker St. 
Inq . 
W. A. W alker, Times office. 


85 
Lots for Sale 


BUILDING LOT in desirable resi­ 
dence section. 
Address XYZ, c-o 
Times-Mirror. 


USED HAND cement block m a­ 
chine, complete, cheap. Cole Bros., 
Pleasant Twp. 
Phone 1677-J. 


CLEAN READY MIXED concrete, 
sand and g ravel, mason sand, rich 
topsoil. Filling or driveway g ravel 
50c per cubic yd. Cole Bros., 1677-J. 


64 
Specials at the Stores 


SEW ING MACHINE — Slashed 
prices. 
Two days left—all floor 
models electric cabinets and drop 
head 
treadles 
g reatly 
reduced. 
Also electric portable $12.95 g uar­ 
anteed—Free 
sewing 
lessons— 
Open evening s 6 to 8 p. m. Sing er 
Sewing Machine Co., 216 Penna. 
Ave., W,, Phone 729. 


Guard Killed by Fug i­ 
tives in Prison Escape 


I.abor Leaders Pledg e 
Unions to Aid Defense 


(From Pag e One) 
Minton (D-Ind) in a speech at Mt. 
Carmel, 111., said th at the “W ag ­ 
ner act is here to stay,” adding 
that the adm inistration “will not 
turn back to the old 
days 
that 
perm itted the 
unrestrained 
ex ­ 
ploitation of labor throug h 
poor 
pay and long hours.” 


REFUGEE TRAIN WRECKED 
Brussels, Sept. 3— (.1*)--Fifteen 
persons were killed and 50 injured 
when a freig ht train rammed a 
refug ee train carrying 1,200 per­ 
sons from the south of France to 
Belg ium and Holland last nig ht at 
the Sambre river. The last car of 
the refug ee train was destroyed, 
the others badly damag ed. 


they 
(From Pag e One) 
it to Rayville, La., where 
wrecked it. 
A t Rayville the five felons com­ 
mandeered a car occupied by the 
three young people and drove to 
near Columbia, where they were 
overtaken by officers while stop­ 
ping to repair a tire. 


EVERY DAY is barg ain day for 
the readers of the advertisements 


66 
Wanted to Buy 


12A 
Trailers 


HOUSE TRAILERS—For best dis­ 
plays and lowest prices see Hug hes 
Trailer Sales, 3 miles south of 
W aterford, U. S. Rt. 19. 


North D akota had the lowest 
percentag e of accidental deaths of 
all states in 1939. 


WANTED 
TO 
BUY—Model 
T. 
Fords. Touring or roadster. W rite 
“Ford” care Times. 


W ANTED—Wiping cloths. 
Must 
be white, clean and larg e size. 5c 
lb. 
Bring to Times office. 


Ro o ms a n d Bo a rd 


Free Battery Checking Service 
Only Pure Distilled W ater Used 
SWANSON TIRE SHOP 
4S-.T 
Rentals - 
Recharg ing 
Road Service 


67 
Rooms W ith Board 


BOARDERS wanted at 1411 Penna. 
Ave., E, Good beds and g ood board. 
Phone 2973 after 5 p. m. 


Thirty-seven of the 73 m ost in- 
, jurious insect pests 
in 
America 
¿ave been imported. 


blue coal (hard) 
Special Hard Coal 
Neville C o k e .......... 
Special Coke ........ 


...$11.7 5 
....$1 1 .0 0 
. . . . $ 9.75 
-------$ 9.00 
Kinaiider Coal Co, 
Phone 707 


HOUSE 
FOR REN T OR SALE 


C. W. Edg ett Planing Mill 
Phone 1827 


While 
Rumanian 
resentm ent 
ag ainst the Ax is flared hig h, 
Juliu Maniu, above, thrice pre­ 
m ier of Rumania and powerful 
Transylvanian leader, notified 
both H itler and Mussolini di­ 
rectly 
that 
Rumania 
would 
“never accept” forced cession of 
Transylvania territory to Hun- 
*Xjb3 


President Notifies Cong ress 


(From Pag e One) 
“They are essential to the pro­ 
tection of the I’anam a Canal, Cen­ 
tral America, the northern portion 
of South America, the Antille.s, 
Canada, Mex ico and our own east­ 
ern anci g ulf seaboards. 
“Their conseq uent importance in 
hemisphejic 
defense 
is obvious. 
For thesf! reasons I have taken 
advantag e of the present oppor­ 
tunity to acq uire them .” 


South Charleston, W. Va., Sept. 
3 
(/!*) 
■ 
President 
Roosevelt 
completing w hat he called a “sen­ 
tim ental journey” to a naval ord­ 
nance plant beg un when he was as­ 
sistant secretary in 1917, assert­ 
ed today he had received the idea 
th at “w hat was started 23 years 
ag o now is bearing full fruit.” 
He made the statem ent in 
a 
brief g reeting by radio to the peo­ 
ple of W est Virg inia’s capital be­ 
fore leaving for Washing ton on a 
special train. 
Y esterday’.«! 
speech 
dedicating 
the 
park, delivered at Newfound 
Gap on the Tennessee-South Caro­ 
lina boundary, broug ht from 
Mr. 
Roosevelt 
an 
admonition 
that 
“Americans 
m ust-p rep are 
in 
a 
thou.sand ways” to defend their 
freedom and way of life.” 
Standing before a rug g ed mon­ 
um ent a mile above sea level and 
looking out over an impressive ex ­ 
panse 
of valley.s 
and 
tumbling 
ridg es of mountain.^, the president 
declared th at sacrifices were nec­ 
essary, th at men and g uns and 
naval bases, that ag ents of dicta­ 
tors m ust be countered. 
For, he said, the “g reatest a t­ 
tack th at has ever been launch­ 
ed ag ainst freedom of the individ­ 
ual is nearer the Americas than 
ever before.” 


London, Sept. 3 
(/? )—Foreig n 
office 
officials broke into broad 
g rins and g reeted news of the 
British-American ex chang e of air 
bases for o v er-a ge destroyers to­ 
day “with the g reatest possible sat­ 
isfaction.” 


Plans Are Laid For 
The Mobilization of 
Pennsylvania Troops 


(From Pag e One) 
Only 
three 
of Pennsylvania’s 
most noted troops will escape the 
g eneral “unhorsing .” 
These 
are 
H eadq uarters troop of the 
52nd 
Cavalry brig ade, better known as 
Philadelphia’s first city troop, dat­ 
ing 
back to the 
Revolutionary 
W ar; Troop I (Eye), 104th cav­ 
alry, Harrisburg , the “Governor’s 
Troop,” and Machine Gun Troop, 
103rd 
Cavalry, 
Bellefonte, 
the 
“Sheridan Troop” of Civil 
W ar 
days. 
Some 
ex isting 
units 
will 
be 
transform ed into an anti-tank bat­ 
talion. 


Ex -convict is Killed 
By Man Victim in Holdup 


(From Pa^'e One; 
" r ested a g un away fmni hm. 
Tn 
the melee Selvape wa.s .shot and 
his .sister-in-law woumii il 
in 
the 
he» ‘l 
Mt‘.Mzaros was not lu l<l and Cor- 
om r Patrick Mel >tM inolt said he 
wft.s convinced the youth 
w hs “jus­ 
tified” in the shooting . 
No dale 
WHH set for an in(iuest. 
(iag e said Policn (!hief 
A. 
I. 
(’nmpbell of Homer (’ity, Indiana 
cdiinty, identifie(i S< Ivng e 
hh the 
man who beat him and took his 
g im 
last 
July. 
Campbell 
said 
the g un with which Selvag p was 
shot Saturday wa.«» the one he had 
robbed him of. 
Gag e said Selvag e, a re.sident of 
Houtzdale, 
was on 
parole alto» ' 
serving a term in W estern I’eniten- 
tlray for robberies in f’lenrfield 
county. 
The State Policeman .said ('Cath­ 
erine Selvag e admitt<‘d that slu 
and 
her brother-in law 
recenlly 
stag ed a series of g asoline station 
holdups and auto thefts ex tending 
into Cambria, Blair, Centre, Clear­ 
field, 
Indiana, 
Alleg heny 
and 
Westmoreland counties. 
Mrs. 
Selvag e, 
wounded 
only 
slig htly, 
was 
held 
in 
('Cambria 
county jail pending the filing of 
formal charg es. 


! 
l<'outidry 
■ 
■ 
’Mlol lv<* ...... 
■ 'K-tor 
........... 
Miil.s 
irit a nd fie f. . . 
■ 
• r .............. 
t « I Work.s .. 
' Mid 'I'.'] ........... 


•h - 
SOCIAL EVF.NTS 
•j* 
TABITH A SEWING 
CIRCLE p ic nic :; 
Members and friends of the Tab- 
itha Sewing Circle are reminded 
of the picnic to be held Thur.srlay 
noon at the home of Mrs. Normfin 
Kuhre, Kinzua road. 


"~ THE OIL MARKET ■' 
+ ----------------------------------------------- 


GOODRiCH TIRES 
Easy Terms 
BAIRD TIRE SHOP, INC. 
103-105 MARKET ST. 


TIDE WATF.R ASSOCIATED 
(Effective Aug ust 28, 1910.) 
Bradford, Fa ................................$1.8.') 
Alleg any, N. Y............................ 1.H5 
SEEP PURCHASING AiJENCY 
OF SOUTH PPJNN OIL CO. 
(Effective Aug ust 28, 1940.) 
Penn’a Grade Oil in New York 
Transit Co................................$1.85 
Bradford Dist. Oil in National 
Transit Co ................................ 1.85 
Bradford Dist Oil in Bradford 
Transit Co ................................ 1.85 
Alleg any Dist. Oil in Bradford 
Transit Co ............................... 1.85 
Penn’a Grade Oil in South West 
Pa. P. L.................................... 1.50 
Penn’a Grade Oil in Eureka 
Pipe Line Co ........................... 1.44 
Coming Grade Oil in Buckeye 
Pipe Line Co. (11-4-39) . . . 1.12 
PRNNZOIL CO. 
(Effective Aug ust 28, 1940.) 
Pennsylvania Grade Oil in Na­ 
tional Transit Lines: 
Group A ...................................... $1.78 
Includes Cochran, Franklin, 
Hamilton and Doolittle dis­ 
tricts 
Group B ...................................... 1.77 
Includes Titusville district. 
Group C ...................................... 1.76 
Includes Turkey and Tidioute 
districts. 
Group D ...................................... 1.75 
Includes Bear Creek and Por- 
key districts. 
Group E ...................................... 1.73 
Includes 
Eideneau, 
Bull 
Creek, Roug h 
Run, Carbon, 
Dipner, 
Bredin, 
McJunkln, 
Jameson, Kennerdell, Emlen- 
ton, Tiona, Lack and Kinzua 
districts. 
Price depends on leng th 
of 
pipe 
line haul to plant at Oil City. 
CITIES SERVICE CO. 
(Effective Aug ust 28, 1940.) 
Oil City, Titusville ...................$1.78 
VALVOLINE PIPE LINES 
(Effective Aug ust 28, 1940.) 
Bradford D istrict oil in: 
Elk, McKean counties ....$1.85 
Penn’a Grade oil in: 
W arren, 
Forest, 
Venang o, 
Clarion and Butler counties 1.78 
Alleg heny, Beaver, Washing ton 
and Greene counties 
.......... 1.50 
W est Virg inia ........................... 
Southeastern Ohio .................• 1-40 
QUAKER STATE 
(Effective A ug ust 28, 1940.) 
Penn’a Grade Oil in Buckeye 
Pipe Line Co. .......................$1.40 
Penn’a Grade Oil in Eureka 
Pipe Line Co........................... 1-44 
PURE OIL CO. 
(Effective A ug ust 28, 1940.) 
Cabin Creek, W. Va ................$1-44 
Bradford Hallow, W. Va. 
. . . 1.44 
Kelly Creek, W. Va. 
............ 1.44 


liulnstria ls a nd Oils 


Alir.Lr.'Ui\ 
■.!« (d . ........... .. 
Aliicd . 
,i 
;iiid 1 *ye . 
. . 
................ 
.. 
A nicia d., 
. . 
. . . . . 
Aint l ica r t .= 1. 
....................... 
A nicriiM ,1 
Anierii .iii I 
Aiiu-rir:m 
I' 
A m erica n !’■ 
A n ici ii'i<n 
A nu'iica ii :'.ii 
A in ci’ican ** 
Anici'i'.:ui ■'< 
Ann'rica n '!'< 
Ana ciinda 
............................. 
Atrhin(.r 
................. 
Al la ntic 
. . . . 
Hai her • 
.................. 
Ha It iinorc an« i ( >liio 
. , . . 
lia rn.sdidi 
- .. 
- . . . . 
Hethlelieiil 
\ 
, 
Hla w K no 
............... 
, 
. .. . 
lirigKh 
M l ; ' ............................ 
liycr.s 
I'ip......................... 
Ca na dia n l .icitic 
.......... ,, 
C a lum et arii; H e c l a ............. 
Ceri o I >e I 
1 
. 
............ 
( 'hc;;npe;iUe :md ( )hio 
. . . 
( 'h r y .s le r ............................ 
( ’( >] ( ’arlii.n ... 
... 
(""(•I ( ia.s a nd F'iiec . . . . . . 
CoiTinicrcial ( 'rcdit .......... 
« '.(■neial F oímI.s . . . . . . . . . . . . . . . . . . . . . . . 
C’oinnierci;;! Inv T i’ii.st . . . 
( ’o nso lida tcd ( )il 
............. 
( 'ontineiil;.! ( 'a n 
. . . . . . 
(Continenta l < )il ..................... 
, Curtis i'ubiu.iiiiig I’td . . . 
Curt ÍNH-Wri^'lit............. 
. . . . 
Curli.s.-i-VVj'ight “ A ” . . . . 
l)onie Mine.s ............................ 
i)c]a w a rc a nd Hud.son . . . 
E. I, du I'itnt do N em o u rs 
lOlcctrii' 
A u to -L ite 
............. 
i<]rie K. K. ( ’oniinon . . . . 
t 'I’e x a . s..................... 
<;en. A m erica n T ra nsp o rt 
Cenera i Electric .................. 
(J ciiera i M otors ..................... 
(J rca t N orlliern K w y . . . . 
(J oodricli 
................................... 
(J oodyea r 'riii> a nd Hub . . 
Hira m W a l k e r....................... 
Interna tio na l N i c k e l.......... 
Inter. Pa per I ’owcr, Pfd. 
Interna tio na l Tel. and Tel. 
In.spiratioii C o p p e r............. 
.J. C. I'enney ('o ...................... 
.lohn,s-Ma,nvill(! . 
. . . . . . 
.lone.s a nd Liuighlin, IM'd 
K cn n e co tt C o j t p e r ............... 
Libbi*y-(J wens-h’ord 
.......... 
M id-(jo ntinent I'etroleum 
M a ck Truck ......................... 
M o n tgo m er y Ward 
. . . . . 
Na tio.itil Biscuit...................... 
N a tio n a l Cylinder ‘la s 
., 
N a t. C a sh ilegister ........... 
N a tio n a l 
D a iry i'rod, 
. . . 
N a tio na l Suj^pl.v <’o............... 
N e w York ( ' e n t r a !.............. 
N o rth A m e r i c a n ................... 
Northern 
I’a c i f i c ................. 
o h io 
Oil 
................................... 
I'a ra m o unt TMctures . . . . 
Phillips P ete .......................... 
Pa cific Cías and 
E lee 
. . 
P a ck a rd 
Motor 
.................... 
Public Service o f N J . . 
i ’u l l m a n ........................ 
P en n a R R ............................. 
P ro cter a nd G a m ble . . . . 
Pure 
C)il 
................................... 
lia d io C’orp ............................. 
liepublic 
Iron a nd Steel 
Sea boa rd Oil .......................... 
Sea rs, R o ebuck 
.................... 
Shell U n i o n ................................ 
Sk elly Oil 
................................ 
S o u thern C!alif. E d iso n 
. 
So uthern 
P a c i f i c ................. 
Sta nda rrl B r a n d s................. 
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. 
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. 13V4 
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. 
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. 
5% 
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3% 
! 20% 
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7% 
. 
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'l'cXa.s ( "orp . . . . 
. . ............. 
'Piinken Fi H 
.......................... 
'l’iinken l 'etroit A x le 
. 
, 
'l'idewatt'i' A h.s o . . . . . . . . . . . . . . . . 
Union ( ’a rbide a nd (^arbon 
I fnlon ( >11 of ( ’a llf . . . . , 
. 
U n io n P a c i f i c .......................... 
1J S Rubber . . . . . . . . . . . . 
l/niteii (Ja.s an<l Imp . . 
. 
II S Steel . 
.............................. 
U S 
l ’fd . 
. 
. . . . 
V a na dium - . . . . . . . 
. 
W a rner Hro.-i ............................... 
We.st ingh'iii.-^e. Eleo .................. 
We.stern l ' n i o n .......................... 
W o o lw u r U i.......... .......................... 
Vt'llow 'Pi'uck ............................... 
V o u ngsto w n Shi'ct a nd 'I’ui)* 
Curi» IMarUei a nd O utsid es 
Anu'rica n ( ’ya na niid I ? ...........— 
Arkan.sH.s (¡a;. A 
...................... 
- - 
A.s.sociateri (¡aH a nd El. e 
. . - 
( 'a rriei- i Coj p 
. . . . 
. . 
. 
(.'itie.s Service ('iiininii;, 
. 
BVi 
(’itie.s S<'rvic« > Pfd . 
, . 
, , 74% 
( ’r)luiui)ia t Jil and ' Ja.s 
. . » 
KI<!C Houd a nd .Share .......... 
. 
P>% 
I''aii<hild.s Avia tion . . . . 
. 
Ford MofoJ'.s Ll(l . 
. 
. 
. ^ • 
( lulf Oil o f Pa . . . . . . , 
. 
- 
H um ble O i l ....................... 
- - 
Interna tio na l P etro leum . . . . 
- 
Lone S ta r ......................... 
. . 
9% 
M ounta in PrfHiueer.'-' . . . . . . . — 
N a tiona l 
h’uej 
............................... 
Na tio na l 'rran.sit . . . ............... 
9% 
N ia ga ra Hudson P o w er 
. . . . 
5% 
Pennroa d .......... 
............... 
2 
P ittsb u rgh Pia te Cla.s^. . . . . 
- 
South 
Pentì 
.................................... - 
United < ¡ a : ; .......................................- - 
Un L ight a nd P o w er A ...........— 
Un L ight a nd l'o w er l ’fd . . . ■ ~ 


Menus of the Day 
•î* 
By MRS. ALEXANDER GEORGE 
C’urry g ives the diflerent flavor 
In meat.s. 


80% 
9 
16% 
26% 
8% 
6% 


(hirry For D inner 
Serving 3 or 4 
Vf-al Ciirry 
Condimrnt Tray 
Toa.sii!fl Knlln 
Curr.ant J am 
SponRe 
Coffea 


Veal Curry 
1 pound ciibcd 
3 cups wutar 
veal (loan) 
(bolliiiK) 
4 tjihiespnona 
1 table .poon 
bacon fnt 
curry powder 
cup cliopped 
I tablmpoona 
onlonn 
butter 
M) cuj) chopped 
4 
ot-Ifry 
flour 
•/(, lcri.si)oon salt 
2 oiip?* milk 
M t<‘;i.':poon 
2 cups liot boiled 
paprllia 
rice 
Brown the veal in the iat which 
has been heated in a frying pan. 
Add the onions, celery and season- 
ing s. Cook for five minutes over a 
low heat. Add the water. Covei 
and let simmer for nbout 45 min- 
ute.s—until the veal is very tender. 
(More water may be needed, so 
inspect freq uently.) iViix in the 
curry and butter and cook several 
minutes. Then add the flour an(l 
milk. Cook slowly until thick and 
creamy. Let stand an hour or so— 
to develop the flavors. Reheat and 
serve on the rice. Pass a condiment 
trayful of chopped roasted pea­ 
nut.« ?, chutney sauce, chopped hard- 
cooked eg g s and cocoanut. 


1 ftjiii wiiite, 
beaten 
% cup heavy 
cream, 
whipped 
% cup nuts 
(optfonal) 
% teaspoon 
vanilla 


Maple SponRe 
1 tablespoon 
Kranulated 
Kciritln 
% cup cold water 
1 cup maple 
syrup 
1 egpT yolk 
% tfeaspoon salt 
Soak the g elatin for five minutes 
in the water. Dissolve ii- the syrup 
heated to boiling . Add the yollc. 
Cool and let thicken slig htly. Beat 
up and fold in the rest of the in­ 
g redients. Pour into a mold and 
chill until firm. Serve plain or 
topped with nuts or cream. 


ADVANCE NOTICE 
PUBLIC AUCTION SALE 
Complete Panel and Veneer Plant—Real Estate and 
Buildings to Be Sold on the Premises of the 
Mohawk Plywood Company, Warren, Pa. 
TUESDAY, SEPTEMBER lOTH, 1940, 11 A. M. 


Slierldan 7 5 In. Clipper. 
Yates 
No. 43 1 
Three 
Drum 
Endiesi 
Bed 
Sander, Direct Motor Driven. 
B ilis tro m ’s 
8 ft. Ciannp 
Carrier, 3 9 
sections. 
M attison No. 2 0 7 R ip Saw, V Track 
Yates No. 2 2 9 Panel Sizer. 
Yates No. 156 Single Surfaoer, 3 0 in. 
Machine, Sectional Feed Roll G rind­ 
ing 
Attachm ent, 
Coupled 
Motor 
Drive. 
Dennis Veneer Taper. 
Yates Gluo Jointer. 
3 6 m. Band Saws. 
50 G allon G lue Mixer*. 
L A R G E Q U A N T IT Y O F A C MO TO RS. 
3 H P to 2 5 H P. 
F A C T O R Y 
T R U C K S , 
C L A M P S , 
I 
B E A M S , R E T A IN IN G RODS, N A ILS, 


M e rritt 16 Plate Redrier. 
M e rritt 6 6 in. C lipp er. 
Fay &. Egan Double C u t O ff Saw, 
Cont. Feed Veneer Jointer. 
2 4 
in. Jointer w ith 
Feeding A tta ch ­ 
ment. 
H ydraulic L Iftt. 
H ydraupllc Pump. 
R E A L 
E S T A T E : 
Approx. 3 ^ Acres, 
w ith r. r. siding, on Irvine & Euclid 
Sts., W arren, Penna. 
B U IL D IN G S : Approx. 
4 0 ,0 0 0 
square 
feet, 
three floors, 
equipped 
w ith 
elevator and sprinkler system, 
W IL L B E SO LD F R E E A N D C L E A R 
O F A L L LIE N S A N D E N C U M B E R - 
A N C E S . 
This plant is suitable for any type of 
m anufacturing— high ceilings, ground 
floor concrete— large doors. 
C A U L B O A R D S , Etc. 
INSPECTION DAILY UNTIL TIME OF SALE 
s a l t : u n d e r t h e m a n a g e m e n t o f 
J oseph Weisner & Co, 


By KALMAN KARPP, Auctioneer 
122 East 42nd Street, New York City, N. Y. 
Auctioneer’s Telephone Caledonia 5-4148 


T E N 
T I M E S - i Y M R R O K . T U E S D A Y . S E P T E M B E R 3 . 1 9 4 0 
W A" K R E N 


WARREN PASTOR 
"Where 25 Died in Plane Crash 


IS RETURNED BY 
0, S, CONFERENCE 


Only two cnaiiges were made m 


United Brethren pastors in this j 
section in the report of the sta- i 
tionrng committee submitted 
to 


the Erie Conference of the Church 
of the United Brethren in Christ, 
?t the 79th annual sessions which 
closed in Buffalo Sunday 


The Rev. C. E. Dibble, pastor of 


the local United Brethren church, 
was returned for his eighth year 


Dr. S. Paul Weaver, of James- 


town, was again named district 
suoerintendent. 


At Grand Valley, the Rev. Leo 


McGaughy has been named supply 
pastor, succeeding the Rev. Artn- 
vi Storer, who has enrolled at Ot- 
terbern College 


The Rev. Paul W. Hunter, who 


has oeen stationed at Stillwater 
church for three years, has been 
transferred to Little Cooley. 
The 


Rev. 
Arthur J. Vrooman, who has 


been stationed at Niagara Falls, 
was transferred to Stillwater and 
will be succeeded by the Rev. B. 
W Driscoll 


Mrs. L. E Nason was the lay 


delegate to the conference from 
Warren. Also attending from here 
were Mr. Nason, Mr 
and Mrs. 


Arthur Fehlman and children and 
Mrs C E. Dibble 
Plumer Moui- 


er was the delegate from Youngs- 
ville. 
The 1941 conference will be at 


Findley Lake. 
The stationing committee's le- 


-oort follows- 


Conference 
superintendent. S 


Paul Weavei 
Akeley, Aithur J. Vroornan 
Albion, G. B. Mulvin 
jilma, Vincent Fomeroy 
Bear Lake, I. W. Banett 
Bradford, C M. Mclntyie 
Buffalo, Fhst, C C. Giovei. 
Buffalo, 
Riverview, 
C. Olrvei 


Schafei. 


Buffalo, White Memoiial, Frank 


S McEntire. 


Centerville, to be supplied 
Chandlers Valley and Pittsfield, 


J. Leon Maneval. 
Cherry Creek, Walter N Bradley 
Clarence Centre, Glenn E Donel- 


son. 


Coi-ry, H. Ray Harris 
Cussewago, C J. Melhing. 
Deckard, L. T. Lincoln 
Degolia, Arra D. McGill. 
Dewittville, Curtis E Gould 
Diamond, Walter D. Black 
Edward's 
Chapel, 
Harold 
T 


GioVer. 
Erie. O. E. Schafer. 
Farmers Valley, H N Atkins 
Findley Lake, Miles L. Wagner. 


fNEA Telephoto) 


This twisied, numpled mas? of ^ieckage is all that was left after a huge Pennsylvania Centrsl Airliner 
lecently nasnecl during a tei'-tic thundetstoim neai Lovettsville, Va., instantly killing all 25 of its crew 
and pas^enge'j including Senno' Einest Lundeen of Minnesota. The cause of the ozash, arst commeicial 


pinline fataht" m the United States since Maich 26, 1939, was unknown 


iJt- 


Sleepless Nights 


~Bane to Health 


BY PAUL BRAUNSCHWEIGER 


of The 
Mullen Drug Co. 


Doctors repoit a rising tide of 


insomnia 
A~ll over the countiy 


men and women spend sleepless 
nights, surely the most agoniz- 
ing and destructive of all influ- 
ences to health and happiness 


Worry, tense nerves, anxiety 


about things, often minor in 
character, are not conducive to 
restful, sound health promoting 
slumber. 


Consult 
your 
physician 
if 


sleeplessness continues to threat- 
en your good health. 
Often his 


advice is all that is needed to 
relax your nerves, banish your 
worries to the limbo where they 
belong. 


Where medication is required, 


take it only on a doctor's advice, 
and be sure it is compounded by 
a qualified druggist. 


This is the ^Sth of a sei 
.Advertisements annealing 
*.ach Tuesday. 


Cornrjght 


ies oT Editoiial 
in this paper 


Fiewsbiug, J. L. Strong. 
Geneva, H. H Williams. 
Giand 
Valle>, 
Leo 
W. 


Gaughey (supply). 


Great Cieek, John A Cailson 
Hams Hill, W. G Woodwaid 
Hatfield, J M. Reichenbach 
Hickeinell, Leon H. Ticknei 
Jamestown, Giace, D. K Fiev- 


rneyei. 


Jamesionn Kiddei Mernoual G 


Norton Wauiei. 


Jamestown Stillwater, Arthui J 


Viooman. 


Lake Pleasant, F. D. Smock 
Little Cooley, Paul W Htmtei 
Majville, E. C. Platz. 
Alillport, C. B. Anderson 
Niagara, B W Driscoll 
jXToith Clymer, I. W Bsriett 
Obi, L. M Casler. 
Clean, C. B 
Pleasantville. 


beiger 
Poit Allegany, R N. Eggleston 
Rew, 
H. F. Reagle. 


Rixfoid, L Howard Morton 
Salamanca, Glenn Reed 
Sartwell Creek, Byron V Beny 


f supply). 


Shaipsville, to be supplied 
Sweden 
Valley, 
Edwaid 
T 


Peters 
Steamburg, Haiold V. LinUquist 
Union City, Eail W Mattison 
Warren, C. E Dibble. 
Warsaw, A. L Pang 
Wayne Valley, C A Rice 
Williston, F. W Chase 
Young-sville, C. Donald Dibble 


•Young Men Being Offered "1 nal"| 
Service in Navy Including Cruise 


•ui unlimited ntimoei of young 


jiiui 
jesiding 
in 
noithwestern 


Pennsylvania aie eligible to try a 
J 20-day trial seivice m the United 
'Spates navy with a commission as 


3 isss'-ve officer- upon satisfactory 


! completion of tne course 


The tiial penod includes a SO 


da\ crtiise 011 a U. S. navy boat 


YASA COA^'JEA'TfON 


Mi. and ins. Alfied Cailson and 


Nels Pgimquist have letianed fiom 


i h all expenses paid but without j Young s LOU n, O, where on Satur- 


Ivan 
G 
Huns- 


and 
then a. 90 day shoie 


school with legular midshipman 
oav. Those who qualify during the 
four month experimental 
course 


and desue to remain in naval re- 
seive seivice will be given the 
lank of ensign, U. S. Naval Re- 
seive 


The offei is being made to young 


me a of this aiea who have at least 
two yeais college or university 
training, sie of good repute and 
in good physical condition. 


rlhis evpeiimental course in be- 


coming a icseive officer m the U. 
S navy is authonzcd undei an act 
parsed m 1908 and is intended to 
fill the ranks of reserve officers tm- 
dei the leaimament program 
It 


'affoids e means for young- men to 
occome acquainted with the ad- 


and opeiation of the U 


Airplane Comes Into Its 


Own in First Year of War 


(From Page One) 


v'aiy most. 


German communiques since the 


war began have listed more than 
5,000 enemy aircraft destioyed m 
the air or on the 
ground. 
The 


Biitish place German losses 
at 


'moie than 4,000. 


1 
Neither side has Issued grand 


1 totals, and even their day-to-day 
| communiques do not offer an ac- 
1curate check. 


However, 
the 
Germans 
have 


claimed that during- the drive on 
the low countries alone more than 
1,800 allied planes were shot down 
ard 1,700 more were destroyed on 
the giound. 


Appioxonately 800 were 
shot 


down in the battle of France, the 
Germans said, and they claim that 
veil over 1,000 British planes have 
been destroyed 
since 
Aug. 1. 


Geirnan anti-aircraft guns alone 
have accounted for 1,500 of the 
va.ious foes, the Nazis said. 


Against this they put their own 


losses at less than 500 up to the 
time France was defeated, and less 
than 700 throughout the war. 


Semi-official allied reports told 


of German planes being lost 
at 


the rate of 400 and' 500 daily in 
the mad May days of blitzkrieg-. 


The British have 
listed 
more 


than 1,250 German 
planes 
de- 


stroyed over Britain alone 
since 


ihe war began, with 
their 
own 


losses under 500. 


Italy, a late starter, has claim- 


ed about 300 British planes de- 
•suoyed to less than three score of 
her "o\vn in the fighting in Africa 
and the Mediterranean. 


The British have emphasized re- 


peatedly the number of their pilots 
saved when planes were lost, and 
hive pomied 
out that 
German 


fl.eis "clowned in Britain will fly 
no moie foi the Reich. But here, 


do not ex'st. 
.ion has been 


estimated at up to 3,000 planes a 
month, with an initial force 
of 


about 18,000 or 
20,000 
first-line 


nombcrs ard pursuit planes. 


The British only a fortnight ago 


announced that their own hasten- 
ed 
and 
expanded 
construction, 


augmented by purchases in the 
United States, now equalled the 
German output. 
But no 
figures 


\\ eie given. 


That the British are turning out 


Evangelist-at-Large. O. E Wil- S. navj. The one) is open to anj 


hams. 


Publishing 
House 
Agent 
J 


Balmer Showeis 


Educational Secietaw of For- 


eign Missionary Society, Mrs J 
Hal Smith 
Missionary 
to Africa. Paiker 


Young. 
Students 
in Bonelrake 
Semi- 


naiy. H 
H 
Platz, Ethan 
B. 


Leslie, 
Lloyd 
Housei, 
Robeit 


Student at Lebanon Valley Col- 


lege, Roger D Morey. 


American Sunday School Union 


J H. Blakeley, Ira W Geoige. 


DisUict Leaders- 
Bradfold, G. M Mclntyie 
Buffalo, C C. Grovei. 
Chsutauqua, C Noj.ton Wauier 
E.ie O E 
Schafer 


Pleasantville, Iva" 
G 
Huns- 


betgei. 
Poit Allegany, R. H Eggleston 
Youngsville, C. E. Dibble 


KEEPS WHITE' HOUSES 


nau\e bom unmariied male cit- 
izen of 1101 tlrwestein Pennsylvania 
between the ages of 19 and 26 


day and Sunda\, they attended the many planes may be indicated by 
chsuici convention of the Vasa j racent extension of 
their 
raids 


Locig-e 
There weie about 100 de-1 throughout Germany and on the 


legates in attendance from the Dis- I mdustiial 
north of Italy. 


tuct of Columbia, Delawaie, Penn- 
sylvania and Ohio, all nit 
quaiteis in the Hotel Ohio. 


head- 


1V1A.VY OLT FOR GOLF 


Holiday matches at the Country 


Club Monday attracted 
between 


75 and SO member s 
and 
their 


Germany started almost daily 


an- iaids on Britain on June 18, 
when France's fall was 
assured 


though not yet formally 
accom- 


I pushed. 


On Aug 
8 the 
Nazis started 


mass 
raias by hundreds, 
even 


thousands, of planes, and on Auj 


guests from out of town, one of the ' 15 bombed the vicinity of London 
biggest cio^vds of the ciuient sea- 
=•011 Fied Piimz won the kickei's 
handicap, Dick Lott 
and J. 
H. asserted the .British 
had 
3,000 


Goldstein tied foi second place and , fighter planes in the air. 
Kail Nichols \^as thud Iri the two 
Each, side tells of destruction of 


tne first time. 


On that occasion the Germans 


ball foursome ivlis 
Gsovge Von 


Schenck of Delanson K Y., and 
H. W. Conarro \\eie fust; M vs 
Grace Sieg-fried and Dick Ste'"- 


civilian property and lives—tout al- 
most nottvng of military damage. 


It has been freely predicted that 


Geirnany never will attempt in- 


art, of Cleveland O, second, Mis. j vasion of Britain by_landjuntil and 
George Caiderwood 
and 
Hany ' 


coi 
tins 120 day 
aie being ie- 


Application 


tual uaval ^ 
ceived in this aiea by Richaid H. 
Amberg. 221 Sycamoie Street Oil 
City, the civilian reciuiting officer 
foi this dist 
i rt, v ho will fuinish 


full details on application eithei by 
niFil or peiaonalU 


Successful applicants will have 


their trans 501 lauon paid to the 
cruise point gnd then will be on 
active dta\ 
p'joa.-rt ship foi 30 


days without pay but with board 
and lodging in'roim, clothing and 
equipment fiumshcd 
During the 


ciuise they \ull be u-smed in the 
fundamentals 
of rmhtaiy disci- 


pline, shipooaid life and naval pro- 
cediue 


Upon 
rovunletion of the tuuse 


j-ecommcaclcci candidates will be 
issued appointments as midship- 
men, 
U. P Naval Reserves, and 


will be cplled upon at once 01 later 
to attend a three month's course 
of 
instiucuon 
at 
a 
designated 


=chool ashoje 
Tiansportation will 


be paid 
LO and from Ine school 


?nd during tha shore course the 
candidate 
T ill receive pay at 
the 


. i egular midshipman rale of §780 
a year pnd 75 cents daily lation 
allowance. 
' 
Thore candidates who pass bolh 


i rip ship a ad shoie courses will be 
eligible for appointment in the U. 
S. Naval Reserve as an ensign In 
t'mp of peace his service and pro- 
'notion in the Naval Reserve will 
nerend upon his activities or his 
3s&ociatioii with an organization 
•v" the reserve. In time of war, if 
railed to active duty, he becomes 
a component part of the navy in 
tne reserve officer status 


T>M Pout House Paint keeps white house." 
whiter because it is 'selt-ckaoiag." As time 
goes on, 3 fine white powder forms on the 
paint surface. Heary rains -wash it away. 
Under normal conditions, dirt-which settles 


L, CLERKS MEET 


Philadelphia, Sept 3—(/P)—Re- 


noiti.-ig "agitation" in Washington 
>o put the Civil Service retirement 
r>ct under Social Security, Rep. 
Hcbeit R?mspeck of Georgia, tokl 
TIC annual con\-ention of the Penn- 


Kndler, third 


FKJEAfi. ACCIDENT 


Glass flying fiom a cidei |u§, 


shatteiod in a ficak automobile 
collision fatally injured cight-yeai- 
old Dale Wilkens, of Boston, Alle- 
gheny county, neai .Vleicei yester- 
day. 
The glass slashed the ooy's 


fbdomen and he died of shock and 
hemorrhage a lev hotiis late in a 
Ileicer hospital 
The lad was nd- 


ing with his paients when the mis- 
hap occurred 
One car halted sucl- 


denly on the higmvav 
five 


the 
Royal Air Force 
is 


knocked out. 


But tha season grows late, the 


weather grows woise, 
and fore- 


casts of wintei-long sparring and 
starvation 
blockading 
grow 


st-'onger each day. 


In such an event, shipping and 


souices of supply may gain new 
prominence, while Luftwaffe and 
RAF await the bright spring to 
stiike telling new blows. 


With an eye on this, Germany 


has just foiced on unhappy Ru- 
mania concessions designed to set- 
tle "fcr all time" territorial squab- 


by bombs. 
Russian military au- 


thorities, however, said the Finns 
lost 85,000 dead and 250,000 wound- 
ed; and military observers in Scan- 
dinavia said there were 250,000 
Russians dead and at least 250,000 
more wounded. 


Denmark: 
Taken with practically no re- 


sistance and almost no casualties 


Norway: 
Germany listed 1,317 killed, 1,604 


wounded and 2,375 missing 
al- 


most all in the transportation of 
troops to Norway. No Norwegian 
figures available. 


The Netherlands and Belgium: 
Germany reported 2,890 Dutch 


killed, 6,889 wounded and 29 miss- 
ing. 
There were no independent 


Netherlands figures, but 
Dutch 


foreign minister, Eelco N. Van 
Kleffens said 100,000 men, a quar- 
ter of the Dutch army, were kill- 
ed; and other Dutch sources said 
70,000 persons were killed in the 
aerial 
bombardment of Rotter- 


dam alone. These figures aroused 
neutral skepticism, although the 
German leport was generally as 
low. 


Belgium has no casualty figures, 


but her premier, Hubeit Pierlot 
said 10,000 were killed in the first 
eight days and 400,000 to 500,000 
soldiers 
surrendered 
Reuters, 


British news agency, said 500,000 
of Belgium's 800,000 men were 
lost." 


Battle of Flandeis: 
Britain's Prime Minister Wins- 


ton Churchill announced late in 
August that British killed, wound- 
ed and missing for the entire war 
were 92,000. 
Germany, however, 


contended 
250,000 British were 


killed, wounded or capuned in 
Flanders alone, and that only 50,- 
000 of an army of 350,000 escaped 
from Dunkerque. 
Churchill ad- 


mitted that British casualties in 
Flanders exceeded 30,000. 


Battle of France: 
Germany put her total looses m 


the battles of the low counuies 
and France at 27,074 killed, 111,- 
034 wounded and 18,384 missing 
British military sources insisted 
the total was more than 400,000 


Red Cioss officials said 80,000 to 


100,000 French were killed Gen. 
Charles De Gaulle, head of French 
forces continuing- the war 
from 


Britain, estimated 60,000 French 
weie killed and 300,000 wounded. 
Tne Germans said they had near- 
ly 2,000,000 French prisoners. 


The new French government at 


Vichy has no figures. 


Italy: 
In mid-August, Italy announced 


she had lost 2,052 killed since she 
entered the war, but the British 
since have told of heavy Italian 
casualties in the Somahland fight- 
ing. 


Battle of Britain: 
No figures, though Britain daily 


acknowledges some dead from air 
bombardment and recently placed 
losses of air force personnel in the 
entire war at something moie than 
4,000. 


Air force losses of both sides, 


if they were known, might gi\e 
some feeble clue to the war's end 


othei machines stalled beli'm! 
A bles in the Balkans. 
Hungary is 


seventh cai rammed ihe \Viikens 
machine, shattenpg the 
i"g of 


cheuy cidei. 


INQUIRY ABOUT OLD BOOK 


Within the past few yea is {'oeie 


was exhibited in the Times-^iinor 
office bv a subscriber an old Dook 
containing pictuies in colois of old 
farms and histouc mansions in 
Warren county 
An inqunv has 


been received about the book and 
any person possessing a cop^ \vill 
be conferring a gieat fa^ 01 by 
communicating with this office 


Farm Calendar 
] 


Timely Keminder-5 from 


The Pennsylvania StaN; College 


School of Agrici'ltine 


Caie for 
Berry 
Patch—Three 


tasks aie necessaiy in the biamble 
patch for 
the 
production 
of a 


large crop of fruit 
and 
a good 


growth of canes next yesi, record- 
ing to fruit 
specialists 
o; 
the 


Pennsylvania State College 
Re- 


move old canes, son a ccn er crop 
between the rows of plants and 
apply 150 to 200 pounds of super- 
phosphate per acre with the cover 
crop 


Clip the Pastures—Clipping of 


pastures 
is 
tecommend'ed 
by 
agronomists of the 
Pennsylvania 


State College. Several important 
results will be achie"ed. The cows 
v.-ill eat a large portion of th» par- 


to get about half of the province 
of Transyh'Bma and Bulgaria is to 
get satisfaction on her claims to 
southern Dorbiuja. 


Rumania is guaranteed protec- 


tion against any future encroach- 
ments by Soviet Russia, which al- 
ready has taken the Rumanian 
territories 
of 
Bessarabia 
and 


northern Bucovina. 


Germany wants the Balkans to 


stay peaceful and productive, for 
Germany gets most of their pro- 
duce and may well need it all this 
winter 


Russia's compact with Germany 


last year, a \veek befoie the war 
Degan, made the war possible for 
the Reich 
Germany divided the 


Polish spoils with her, but may 
look 3 = kance on too great a Rus- 
sian penetration of the Balkan 
spheie. 


The 
Greek-Italian 
difficulties, 


whipped up by the Italian press, 
compose yet another 
unsettling 


possibility. 


Italy, pent in the Mediterranean 


by Britain's control of Suez and 
Gibraltar, has had slim pickings 
of the war prizes. 
She occupied 


fragments of the French border 
area; she has driven the light 
British forces out of distant Brit- 
ish Somaliland, and that is nearly 
all. 
Italian invasion of Egypt 


close collaborator of Britain, has 
been threatened. Inconclusive aeri- 
al and naval engagements have oc- 


Sports Roundup 
j 


(From Pag-e Seven) 


Palfrey 
as "the former Boston 


beauty". 
Well, she was toting 


icund plenty of looks, oomph and 
;lammer the last time we saw her, 
Butch . . . Business is picking up 
.n Missouii with "Passing Paul" 
Shristman's announcement that his 
bum leg is coming around and -will 
be o k for football. 


Observation Ward 


During 
the 
national 
doubles 


Lourney, Hemy Prusoff, the Cah- 
fornian, was crossing a turnpike 
carrying a suit that needed clean- 
ing . . . A cleaner's truck came 
along, so Hemy gave the suit to 
the driver and went back to his 
ball hopping . . . He spent the rest 
of the week wracking his brain to 
recall the name of the cleaner who 
had given him no receipt. 


Coach Hurry Cain of South- 


western Louisiana Institute, did 
everything but call out the fire de- 
partment when he learned his No. 
1 left tackle, John Ramsey, was 
spending 
sharks. 


saning process begins after 


the pamt_starts to ponder or chj-ik. This 
happens in 2 fw months unttei iciesi coo- 
Hitions of climate and exposure, but may b<> 
dekyed for z. longer period under iimisu*! 
climatic conditions. Ttm 'sett- cle?mo,2" 
continues, and keeps 
your house-whiter tnan 
has heretofore 
been 


possible 


Ask your painter to 


use Du Pont House 
PaiDt 
m 5 GAL. 
LOTS 


Ftr shatter* and. trim wectj) T>TI PO\T TRJI1 
f 


TRELLIS FIXKH-Srte ,»i*h. ^ ^ 
httds sts t>rsgn;al ciJot longer. 


-vlvar.ia Federation of Postoffice ! clover can gro 
rlerks" "Tne 596,000 g-overament i problem •'-ill b=> rea 
"mployes ?°e oetter off under '.T: 
Bulbs for Fau 
P 


.j.escnt ac' than 
tr>° 
36, 000. GOO it 'vul Drooabiy b° 


ard the 


While 


juvate emnlove- ?i° urn's'- 
the 


?o'ial Secu>r-- law. 


Delegate" 
Tiopted 
j'^to^.s 


"•gir.g a rz- -vstem of v-~,~- v_ 
-)-,-- and a-"--"-g ths1 ? ' •• -;>- 


'ce court of appeal" r, 


get spnng'-flo-A-enn? 
Hoil?nf] tli's vc?r. O 
i~ pla^n ig 'o f"por* 
v ?"-orc.n;r- to 


r,'"z~ College 


mportsr/ *o the 


FIKE DAMAGES FOT,>T;R>- 
Esston, 
S-jpt. 
3—(.""'—Fr? *•:.• 


"5 Shuman. \:ce presider-/ -S -.-- 
T-s^'gh Founrbnes Inc 
es*-n?*cr; r"xtyg Jr, 


-„ from 525,000 to 530 000 c=>~?~-> 
Cor.troi J 


ca-j^ed by f're v.-nich s-.vept i*~~^r. <ro jnit-^s ' 


ne plant. Four compaiie- of f -»- 
~r> Tov-:? dii 


Tien*battled for t--o ho'jr? -•?„-'• %r- P°nn State 
'"ay before brinenr-g "Cm fc]?z- ^~ 
oii- control. Snumain sain op»r- 
atiors vvou'd not be cur's'led hs- 


<-• this 
'-T»C- 


is 


"he 


the 
summer 
catching 


EAGLES SERIES OF GAMES 
Admission 30c, Wednesday, 8'30 


P- m. 
g-s-it 


Back to College with 


CAMPUS CRAFT 


Bedspreads and Draperies 


Just what you need for your room. A new cross stripe 
material in an attractive homespun weave. Pinch pleated 
tops, '2y2 yards long, with tie backs. Matching spreads. 
Green, Gold, Rust, Blue, and Maroon. 


PRINT! 


Washable, gay colored prints, ideal for college bed- 
spreads or can be made into draperies. Priced accord- 
ing to length. 


Pennsylvania Delegation m Congress Is 
About Evenly Divided on Conscription 


Washington, 
Sept. 
3—(3?) — 


Pennsylvania's delegation in con- 
gress is almost evenly divided on 
the selective service bill, with the 
edge probably on the side of anti- 
conscription at this time. 


An informal poll today shoved 


six votes for passage of the con- 
scription bill and six more "prob- 
able yes" votes. 
There were six 


"no" votes and six "probable no" 
votes 
Three were undecided and 


the views of seven were not im- 
mediately obtainable. 


Among those undecided was Re- 


presentative Rich (R) who said "I 
am not committing myself untJ I 
knov/ what the bill is going to be." 
Rich voted against the bill auth- 
orizing the president to mobilize 
the National Guard. 


Representative Van Zandt (R) 


also deferred judgment and said 
he had three or four amendments 
in 
mind 
Representative 
Dunn 


(D), 
commented- "I am not posi- 


tive how I'll vote. 
I don't want 


to do anything to obstruct defense, 
of course " 


Comments of other representa- 


tives : 


McDowell (R)' ''I am not going 


to vote for the bill unless England 
shows signs of crumbling much- 
more than she is now." 


Rutherford (R): "I wouldn't vote 


for the senate bill, I know. That 
provision for conscription of indus- 
try is confiscation 
Title to the 


property would go to the govern- 
ment, not merely the right to man- 
age it." 


Jarrett (R): "I am against it 


as it stands and as world condi- 
tions stand " 


Faddis (D): "I am for it.". 
Gross (R). "I am against it no 


matter how they dress it up. My 
people aie aga^ist it." 


Sacks (D): "I am for selective 


service of some sort." 


Here is what the pol^mdicated • 
For the bill. Allen, Boland, E-ifer- 


harter, Faddis, McGranery, Myeis, 
all Democrats. 


Against the bill: Jarrett, Gross, 


Tibbott, McDowell, Kmzer, all Re- 
publicans, McArdle (D). 


Undecided- Rich (R), Dunn. CD i, 


Van Zandt (R). 


PROMINENT MASON DIES 
Philadelphia. 
Sept. 
3—(&M — 


George H. Banes, 81, a 32nd de- 
gree Mason and one-time grand 
secretary of the Grand 
Encamp- 


ment of Pennsylvania 
Odd. Fel- 


lows, died yesterday. He was a 
retired chief division freight clerk 
for the Pennsylvania railroad. 


There are more than 7,500 va- 


rities of American apples. 


TIRED FEET 


Don't let tired aching feet make 


you grouchy. Sooth foot irritations 
and cracks between the toes with 
Antiseptic 
San-Cura 
Ointment. 


First give them a warm sudsy bath 
using San-Cura Soap. At all drug- 
gists. 


tially cured grass, no-— gT3" and curred along the African coasts 


! and in the east and west Mediter- 


I ranean 


Some prognosticators have said 


that It?iy and Germany may try 


bii'r- from to crack Suez or Gibraltar or both 
•-?' Br '••'in "osforc the attempt to invade Eng- 


TJr;~ far. ih° varying figures on 


~iur->sn casualties in each country 
3.~e these: 


Polish-German. 
Hitler said 10.572 Germans were 


killed. 30,322 T/ounded and 3.404 
— !s3^ng~. 
French and British offi- 


cials s?;d th^re were at least 150,- 
000 Ge'Tr/an read 


Xo official Polish figures exist 


Germariy ha? said an accurate es- 
tima'-e wo^:«? take at least 


ALLEY OOP 


HIS ATTEMPT 
TO RE6CUE* 
OOOL/N 
PR BROiOSON 
HINDERED 


OF 


CROCODILE^/ 
OOP 


RESORTS 
TO 


OLD 


Camouflage 
By V. T. HAMLIN 


N. K. WENDEL80E CO. 


217 IJbefty St., Warren, Penna. 


rz,-.z°. only about 10 per cent -,i p-. 
ne factory- was damaged 


He said the compsr.y ^c^-*;v 


v-or't-i T 3 '•at or?l co- 


order 
v C 


0 "nav. v-<~. 
rec^rr. "<•*•' r 


co'.'re sulfste o~, 
••' 


octroi lice. •jvhil« 
v ~r 


rsn'-tcaTS o:3 or 
'f.^ 


sa"y" 


3StS. J „- 


on roos'? ana r , 
f - ' ~ 


~r oe 


Fhone 
60^x16 Tires v5 °5 Exc 


-7 p ^ - o 


\\~RINGKR ROT.i,- 


'•-'." 
TTlS'KZ 
Of ft!-'' 


vo^r t)3-.tern. Ste-'.z" 
: 


Bcckley Electnc S'"-- 


Srop 
C-3-2" 


C. McDonald, of the 
"^ t Quaker coTnTrssiOTi for Polish re- 


'lief. i>"t tr.s tizza in air-bombed 


, m ' Warsaw alo^e at 50,000. 
'g-' 
Fi75H'£h-R-;ssi3n interlude: 


5_j* 
Russia listed 48,745 dead and 


" j 158.853 -yotinded; Finland put h&r 


rod losses at 15,000 dead 3Jid 40,000 


"DOSiT WORRY ABOUT 


MY H0PE/ lt& TSftCK&D 
UP t3Y A «STROW<s» 


RIGHT 


CROCODILED HOVO 


YOU HOPE TO SUBDUE. 


TEKPUB FLJLJU OF PRIE'bT'i/ 


^HP^sAWDA 
inelxc. 
\f~-cnr\i. 


HOPE' 
te!T, 
rv-'rt,, / AJR.M/ 


^-x »M'l/<^^ ^Jk, 


T K N 
'J' I M E S - 
I R R O R . 
T TT K ? D A Y , 
?! K P T E M Tî K R 
S . 
1 P 4 0 
W Ä R R K N . 
F A’. 


WARREN PASTOR 


1$ RETURNED B ï 


ü, E, CONFERENCE 


Where 25 Died in Pla ne Cra sh 
Airplane Comes Into Its 
Own in First Year of War 


Only two clianges were made in 
l.’nited Brethren pastors in this ! 
section in the report of the sta­ 
tioning committee su b mitted 
to 
the Erie Conference of the Chu rch 
of the United Brethren in Christ, 
3t the 79th annu al sessions which 
closed in Bu ffalo Su nday. 
The Rev. C. E. Dib b le, pastor of 
the local United Brethren chu rch, i 
was retu rned for his eighth year, i 
Dr. S. Pau l Weaver, of James- | 
town, was again named district | 
su perintendent. 
I 
At Grand Valley, the Rev. L eo; 
McGau ghy has b een named su pply | 
pastor, su cceeding the Rev. Arth- | 
nr Storer, who has enrolled at Ot- ; 
terb ein College. 
I 
The Rev. Pau l W. Hu nter, who 
has b een stationed at Stillwater 
chu rch for three years, has b een 
transferred to Little Cooley. 
The 
Rev. A rthu r J. Vrooman, who has 
b een stationed at Niagara Falls, 
was transferred to Stillwater and 
v/ill b e su cceeded b y the Rev. B. 
W. Driscoll. 
Mrs. L. E. Nason was the lay 
delegate to the conference from 
Warren. 
Also attending from here 
were Mr. Nason. Mr. and Mrs. 
A rthu r Fehlman and children and | 
iNEA Telephoto'* 
Mrs. C. E. Dib b le. 
Plnmer Mou r- , This twistod. rru mpled mas.s of v'’’eckage is all ihat was left after a hu ge Pennsylvania Central Airliner 
er was the delegate from You ngs- 
j'pcently crashed du ring a terrinc thu nderstorm near Lovettsville, Va., instantly killing all 25 of it.s crew 


j 
and pak'iengeis, inclu ding Senpior Krne.-st Ivu ndeen of Minnesota. The cau se of the cra^h, nrst commercial 


•Í-* v. . i 


Trte 19#1 conference will b e at 
Findley Lake. 
The stationing committee’s re­ 
port follows: 
Conference 
su perintendent. 
S 
Pau l Weaver. 
Akeley, A rthu r J. Vrooman. 
Alb ion, G. B. Alu lvin. 
Alma, Vmcent Pomeroy. 
Bear Lake, I. W. Barretc. 
Bradford, C. M. McIntyre. 
Bu ffalo, FirAt, C. C. Grover. 
Bu ffalo, 
Riverview, 
C. 
Oliver 
Schafer. 
Bu ffalo, White Memorial, Frank 
S. McEntire. 
Centerville, to b e su pplied. 
Chandlers Valley and Pittsfield, 
J. Leon Maneval. 
Cheri’y Creek, W alter N. Bradley 
Clarence Centre, Glenn E. Donel- 
son. 
CoTry, H. Ray Harris. 
Cu ss'ewago, C. J. Mellring. 
Deckard, L. T. Lincoln. 
Degolla, Ari’a D. McGill. 
Dewittville, Cu rtis i], Gou ld. 
Diamond. W alter D. Black. 
Edward’s 
Chapel, 
Harold 
T 
GroVer. 
Erie, O. E, Schafer. 
Farm ers Valley, H. N. Atkins. 
Findley lak e, Miles L. W agner. 


airline fatality in the United States since March 26, lO.'iO, was u nknown. 


Sleepless Nig hts 
Bane to Health 


B Y P A U L B R A U N S C H W E IG E R 


of 
Th e M u lle n 
D ru g Co. 


Doctors report a rising tide of 
msomnia. 
All over the cou ntry 
men and women spend sleepless 
nights, su rely the most agoniz­ 
ing and destru ctive of all influ ­ 
ences to health and happiness. 
Worry, tense nei'ves, anx iety 
ab ou t things, often minor in 
character, are not condu cive to 
restfu l, sou nd health promoting 
slu mb er. 
Consu lt 
you r 
physician 
if 
sleeplessness continu es to threat­ 
en you r good health. 
Often his 
advice is all that is needed to 
relax you r nerves, b anish you r 
worries to the limb o where they 
b elong. 
W here medication is requ ired, 
take it only on a doctor’s advice, 
and b e su re it is compou nded b y 
a qu alified dru ggist. 


T his is the 4Sth o f n. f.eiies o f E d iio ria l 
>dv ertiscnieni» a ppca i-iiig in th is pa per 
ea ch Tuesda y . 


Co py risht 


i '.ewsb u ig, J. I j. Strong. 
Genei'a, H. K. Williams. 
Grand 
Valley, 
lu eo 
W . 
Gau ghey ("su pply). 
Great Creek, .fohn A. Carlson 
Harris Hill, W. G. Woodward. 
HatfieUl, J. M. Reichenb ach. 
Hickernell, T.eon H. Ticknei. 
Jamestown, Grace, D. K. l^'reA- 
meyer. 
.lamestown Kiddei- Memorial, G 
Norton Warner. 
.Tamestown Stillwater, Arthu r I. 
Vrooman. 
Jjake Pleasant, F. D. Smock. 
Jiittle Cooley, Pau l W. Hu nter. 
Mayville, E. C. Platz. 
Millport, 
B. Anderson. 
Niagara, B. W. Driscoll. 
North Clymer, I. W. Barren 
Ob i, L. M. easier. 
Olean, C. B. Kinney. 
Pleasantville. 
Ivan 
G. 
Hu u s- 
b erge)-. 
Port Allegany, R. N B^ggleston 
Kew, H. F. ileagle. 
Pu x ford, L. Howard Morton. 
Salamanca, Glenn Reed. 
Sartwell Creek, Byron V. Berry 
(■su pply). 
Sharp.svllle, to b e su pplied. 
Sweden 
Valley, 
Edward 
I. 


j Peters. 
Steamb u rg, Harold V. Lindqu ist. 


1 
Union City, Earl W. Mattison. 
W arren, C. E. Dib b le. 
Warsaw, A. L. Pang. 
W'ayne Valley, C. A. Rice. 
Williston, F. W. Chase. 
You ngsville, C. Donald Dib b le. 
Evangelist-at-Large. O. E. Wil­ 
liams. 
Pu b lishing 
Hou se 
Agent. 
J- 
Balmer Showers. 
Edu cational Secretary of For­ 
eign Missionary Society, Mrs. J. 
Hal Smith. 
Missionary 
to 
Africa, 
Parkei’ 
You ng. 
Stu dents 
in Boneb rake 
Semi­ 
nary. 
H. 
H. 
Platz, 
Ethan 
B. 
Leslie, 
Lloyd 
Hou ser, 
Rob ert 
W'ard. 
Stu dent at I.eb anon Valley Col­ 
lege, Roger D. Morey. 
American Su nday School Union, 


1 J. H. Blakeley, Ira' W. George. 
District Leaders: 
Bradford. G. M. McIntyre. 
Bu ffalo, C. C. Grover. 
Chau tau qu a, C. Norton Warner. 
Erie, O. H Schafer. 
Pleasantville, 
Iva- 
G. 
Hu ns- 
b erger. 
Port Allegany, R. H. Eggleston. 
You ngsville, C. E. Dib b le, 


Yo iing Men Being Oflered 
1 ria 
Serv ice in Na v y Including Cruise 
! A c* f i 
o f o f iiTi 
OOl 


An imlirnitcd nu mDef of you ng 
■i-ii 
■esiding 
in 
northwestern 
I'eu nsylvania are eligib le to try a 
r^O-day trial service in the United 
l!"s navy wiiii a commission as 
: v > ve officer u pon satisfactory 
(■Oi.'pieLion of the cou rse. 
Tile trial period inclu des a 
dri\- rniise on a U. S. navy b oat 


TI MES TOPI CS 


(From Page One) 
vary most. 
German commu niqu es since the 
war b egan have listed more than 
13,000 enemy aircraft destroyed in 
i rhe air or on 
the 
gi-ou nd. 
The 
' British place German losses 
at 
^ more than 4,000. 
I 
Neither side has issu ed grand 
! totals, and even their day-to-day 
i commu niqu es do not offer an ac­ 
cu rate check. 
However, 
the 
Germans 
have 
claimed that du ring the drive on 
the low cou nti’ies alone more than 
1,800 allied planes were shot down 
and 1,700 more were destroyed on 
the grou nd. 
Approx imately 800 
were 
shot 
dow'n in the b attle of France, the 
Germans said, and they claim that 
well over 1,000 British planes have 
b een destroyed 
since 
Au g, 
1. 
German anti-aircraft gu ns alone 
have accou nted for 1,500 of the 
variou s foes, the Nazis said. 
Against this they pu t their own 
losses at less than 500 u p to the 
time France was defeated, and less 
than 700 throu ghou t the war. 
Semi-official allied reports told 
of German planes b eing lost 
at 
the rate of 400 and' 500 daily in 
the mad May days of b litzkrieg. 
The British have 
listed 
more 
than 1,250 
German 
planes 
de­ 
stroyed over Britain alone 
since 
I he w ar b egan, with 
their 
own 
losses u nder 500. 
Italy, a late starter, has claim­ 
ed ab ou t 300 British planes de­ 
stroyed to less than three score of 
her ov/n in the fighting in Africa 
and the M editerranean. 
The British have emphasized re- 
Dcatedly the nu mb er of their pilots 
.S8,ved when planes were lost, and 
have pointed 
ou t 
that 
German 
fliers downed in B ritain will fly 
no more for the Reich. Bu t here, 
not ex ’st. 
has b een 
: estim ated at u p to 3,000 planes a 
month, with an initial force 
of 
ab ou t 18,000 or 
20,000 
first-line 
b omb ers and pu rsu it planes. 
'i.'he British only a fortnight ago 
annou nced that their own hasten- 


b y b omb s. 
Ru ssian m ilitary au ­ 
thorities, how'ever, said the Finns 
lost 85,000 dead and 250,000 wou nd­ 
ed; and militai-y ob servers in Scan­ 
dinavia said there were 250,000 
Ru ssians dead and at least 250,000 
more wou nded. 
Denm ark: 
Taken with 
pra ctica lly no re­ 
sista nce and a lmQSt no ca sua lties. 
Norway: 
Germany listed 1,317 killed, 1,604 
wou nded and 2,375 missing 
al­ 
most all in the transportation of 
troops to Noi-w'ay. 
No Norwegian 
figu res availab le. 
The Netherlands and Belgiu m: 
Germany reported 2,890 Du tch 
killed, 6,889 wou nded and 29 miss­ 
ing. 
There were no independent 
Netherlands 
figu res, 
b u t 
Du tch 
foreign 
minister, 
Eelco 
N, 
Van 
Kleffens said 100,000 men, a qu ar­ 
ter of the Du tch army, wore kill­ 
ed; and other Du tch sou rces said 
70.000 persons were killed in the 
aerial 
b omb ardment 
of 
R otter­ 
dam alone. 
These figu res arou sed 
neu tral skepticism, althou gh the 
German report was generally as 
low. 
Belgiu m has no casu alty figu res, 
b u t her premier, Hu b ert Pierlot 
said 10,000 were killed in the first 
eight days and 400,000 to 500,000 
soldiers 
su rrendered. 
Reu ters, 
British news agency, said 500,000 
of Belgiu m’s 800,000 men w'ere 
lost.” 
Battle of Flanders: 
B ritain’s Prime îlinister Wins­ 
ton Chu rchill annou nced late in 
Au gu st that British killed, wou nd­ 
ed and m issing for the entire war 
were 92,000. 
Germany, however, 
contended 
250,000 
British 
were 
killed, 
wou nded 
or captu red 
in 
Flanders alone, and that only 50,- 
000 of an arm y of 350,000 escaped 
from Du nkerqu e. 
Chu rchill ad­ 
m itted that British casu alties in 
Flanders ex ceeded 30,000. 
Battle of France: 
Germany pu t her total loi'ses in 
the b attles of the low cou ntries 
and France at 27,074 killed. 111,- 
034 wou nded and 18,384 missing. 
British 
m ilitary sou rces insisted 
the total was more than 400,000. 
Red Cross officials said 80,000 to 
100.000 French were killed. Gen. 


^ ASA ( ()V \f:\T M ).\ 
Mr. and Mrs. Alfred Carlson and 
Nels r^iOmqu ist have retu rned from 
i'll all ex ppnses paid, b u t w ithou t | Vou n^stown, O., where, on Satu r- 
p; > , and then a 
90 day shore 


: a 
and 
ex panded 
constru ction, Charles De Gau lle, head of French 
air^iTnented b y pu rchases in the | forces continu ing the w ar from 
1 Tnited States, now equ alled the j Britain, estim ated 60,000 French 
Gciinan ou tpu t. 
Bu t no 
figiu ’es were killed and 300,000 wou nded. 
The Germans said they had near- 


■school with j'egiilar 
midshipman 
pay. Those w^ho qu alify du ring the 
fou r montli ex perimental 
cou rse 
and desire to rem:^in in naval le- 
serve service v/ill b e given the 
rank of ensign, U. S. Naval Re- qu arters in the Hotel Ohio, 
¿et've. 


K E E P S W HITE l+OUSES 


'I'he offer is b eing made to you ng 
men of this area who have at least 
two years college or u niversity 
training, ate of good repu te and 
in good physical condition. 
This e;:pei imental cou rse in b e- 
coinint; a reset ve oificer in the U. 
S. navy is au thorized u nder an act 
pa.\.sod in 1938 and is intended to 
till the lanks of reserve oflicers u n­ 
der the rearm am ent program. 
It 
affoj’ds p means for you ng men to 
b ecome acqu ainted with the ad­ 
vantages and operation of the U. 
,S. navy. 
'I'lie oiTer is open to any 
native b om, u nmar-vied male cit- 
i:2en of noi i hv/estern Pennsylvania 
b eiw'een the ages of 19 and 26 
years. 
Application 
foi' 
tiiis 
120 
day 
trial naval service are b eing re­ 
ceived in ihi.'i area b y Richard ,H. 
Amb erg, 221 Sycamore Street Oil 
City, the civilian recru iting officer 
fo)' this disti'ict, vvho will fu rnish 
fu ll details on application either b y 
mnil or lier.sonaHy. 
Su ccessfu l applicants will have 
their transportation paid to the 
cru ise point and then will b e on 
active du ty ab oard ship for 30 
days withou t pay b u t with b oard 
and lodging, linii'orm, clothing and 
equ ipment fu rnished. 
Du ring the 
cru ise they will b e trained in the 
fu ndamentals 
of 
miUlary 
disci­ 
pline, shipb oard life and naval pro­ 
cedu re. 
Upon completion of the cru ise 
I’ecommended candidates will b e 
issu ed appointments as midship­ 
men, U. S. Naval Reserves, and 
will b e called u pon at once or later 
to attend a three m onth’s cou rse 
of 
instru ction 
at 
a 
designated 
school ashoi'e. Transportation will 
b e paid to and from the school 
and du ring the shore cou rse the 
candidate will receive pay at the 
regu lar midshipman rate of .$780 
a year and 75 cents daily ration 
allowance. 


i 
Those candidates who pass b oth 
the ship and shore cou rses v.'ill b e 
eligib le for appointment in the U. 
S. Naval Reserve as an ensign. In 
, time of peace his service and pro­ 
motion in the Naval Resei’ve will 
' depend u pon his activities or his 
: association with an organization 
of the reserve. 
In time of war, if 
called to active du ty, he b ecomes 
a component part of the navy in 
the reserve officer statu s. 


were g iv en. 
, , 
, 
the British are tu rning ou t 
ly 2,000,000 French prisoners’ 
day and .'.u nday, they attended the „lany planes may b e indicated b y 
The new French governm ent at 
district convention of the 
V^asa ,,gcent ex tension of 
their 
raids 
vichy has no fiou res 
Lodge. 
There were ab ou t 100 de- throu ghou t Germany and on the 
jtaiy. 
leg a tes in a ttenda nce fro m the 
Dis- industria l 
no rth o f Ita ly . 
trict of Colu mb ia. Delaware. Penn- 
Germany started almost daily 
sylvania and Ohio, all with head-j ah’ raids on B ritain on Ju ne 18, 
when France’s fall was 
assu red 
thou gh not yet form ally 
accom- 
OLT FOÍÍ (iOl.F 
Iplished. 
Holiday matches at the (Jou ntry 
Au g, 8 
the 
Nazis started 
Clu b Monday 
attracted 
b etw een' mass 
raids 
b y 
hu ndreds, 
even 
75 and ¿0 memb ers 
and 
their thou sands, of planes, and on Au g. 
,‘’u ests from ou t of town, one of the ' ^5 b omb ed the vicinity of London 
b iggest crowds of the cu rrent sea- for the first time. 
.sen. Fred Priniz won the kicker’s 
On that occasion the Germans 
handicap, Dick Lott 
and J. 
H. asfteited the 
British 
had 
3,000 
Goldstein tied for second place and fighter planes in the air. 
Karl Nichols was third, in the two 
Each side tells of destru ction of 
b all fou rsome. Mrs, 
G?orge Von 1 civilian property and lives—b u t al- 
Schenck, of Delanson, N. Y., and j most nothing of m ilitary damage. 
H. W. Conarro were first; Mrs.; 
I t h a s b een freel.v predicted that 
Grace Siegfried and Dick Stev.’- ' Germany never will attem pt in­ 
art, of Cleveland, O., second; Mrs. ; vasion of Britain b y land u ntil and 
George Caldenvocd 
and 
Harjyj u nless the 
Royal Air 
Force 
is 
Kridler, third. 
; knocked ou t. 
Bu t the season grow’s late, the 
ACCIOKN'I' 
w eather grow’s worse, 
and 
fore- 


In mid-Au gu st, Italy annou nced 
she had lost 2,052 killed since she : 
entered the war, b u t the British i 
since have told of heavy Itahan i 
casu alties in the Somaliland fight- i 
ing. 
Battle of Britain: 
No figu res, thou gh Britain daily 
acknowiedges some dead from air 
b omb ardment and recently placed 
losses of air force personnel in the 
entire w ar at something more than 
4,000. 
Air force losses of b oth sides, 
if they w’ere known, m ight give 
some feeb le clu e to the w ar’s end. 


Ba ck to Co lleg e with 
CAMPUS CRAFT 


Bed sp rea d s a nd Dra p eries 


Ju st what you need for you r room. A new cross stripe 
material in an attractive homespu n weave. Pinch pleated 
tops, 2 '- yards long, with tie b acks. Matching spreads. 
Green, Gold, Ru st, Blu e, and Maroon. 


INDIA PRINTS 1,0 0 to 1.39 


Washab le, gay colored prints, ideal for college b ed­ 
spreads or can b e made into draperies. Priced accord­ 
ing to length, 


N E T m 
W 
l J C I l T i 


Pennsylvania Delegation in Congress Is 
Ab ou t Evenly Divided on Conscription 


Sports Rou ndu p 


(From Page Seven) 
^ Palfrey 
as 
“the 
form er Boston 
(Jlas<^ 
n vin o - from a cider iu o- i casts of winter-long sparring and | b eau ty”. 
Well, 
she 
was 
toting 
shattered in “a freak au tomob iTe | starvation 
b lockading 
grow arou nd plenty of looks, oomph and 
collision, fatally inju red oight-v'ear-1 
®^^h day 
. . . 
, 
old Dale Wilkens, of Boston, A lle-' 
su ch an event, shipping and 
sou rces of su pply may gam new 
prominence, while Lu ftwaffe and 
RAF await the b right spring to 
strike telling new b lows. 
W ith an eye on this, Germany 
has ju st forced on u nhappy Ru ­ 
mania concessions designed to set­ 
tle “for all tim e” territorial squ ab ­ 
b les in the Balkans. 
Hu ngary is 


gheny cou nty, near Mercer yester­ 
day. 
The gla.ss slashed the b oy’s 
ab domen and he died of shock and 
hemorrhage a fev.^ hou is late in a 
Mercer hospital. 
I'he lad was rid­ 
ing with his parents when the mis­ 
hap occu rred. 
One car halted su d­ 
denly on the highw^ay and five 
other machines stalled b ehu Kl, 
A 
seventh car rammed the VVilkens 
machine, 
shattering 
the Jno 
of 
cherry cider. 


glammer the last time we saw her, 
Bu tch , . . Bu siness is picking u p 
in Missou ri with “Passing Pau l’’ 
Christm an’s annou ncement that his 
b u m leg is coming arou nd and will 
b e o. k. for footb all. 


INQUIRY ABOT]'r OLD BO(^K 
W ithin the past few years there 
was ex hib ited in the Times-Mirror 
ofitice b y a su b scrib er an old b ook 
containing pictu res in colors of old 
farm s and historic mansions in 
W arren cou nty. 
An inqu iiy has 
b een received ab ou t the b ook and 
any person possessing a copy will 
b e conferring a great favor b y 
commu nicating witli this office. 


Farm Calendar 


Po nt Ho use P aini keeps whiie ho use.< 
whiter beca use it is "seif-clea nia g .” As time 
,g o es o n, a fine white po wder fo rms o n the 
pa int surfa ce. Hea v y ra ins wa sh it a wa y . 
Lnder no rma l co nditio ns, dirt which settles 
o n the surfa ce is wa shed a wa y with the po w- 
der, ex po sing a fresh, clea n, white surfa ce, 
This self-clea ning ” pro cess beg ins a fter 
the pa int sta rts to po wder o r cha lk. This 
ha ppens in a few mo nths under idea l co o - 
ditio ns o f clima te a nd ex po sure, but ma y be 
dela y ed fo r a lo ng er perio d under unusua l 
clima tic co nditio ns. This "self - clea ning " 
co ntinues, a nd keeps 
y o ur ho use whiter tha n 
ha s hereto fo re been 
po ssible. 
Ask y o ur pa inter to 
iise Du Po nt Mo use 
IN 5 GAL. LOTS 
F» r shuU tn » u d irhn, 
DU PONT TRIM A 


F IK rS H -i^ries tfu ickly, resh ts 
/*• o rrg h ia l c th r lo n g er. 


POSTAL CI.ERKS MEET 
Philadelphia, Sept. 3— (A*)—Re­ 
porting “agitation” in W ashington 
I to pu t the Civil Service retirem ent 
.act u nder Social Secu rity, 
Rep. 
Rob ert Ramspeck of Georgia, told 
i the annu al convention of the Penn­ 
sylvania Federation of Postoffice 
j clerks: “The 596,000 government 
employes are b etter off u nder the 
present ac\ 
than 
the 
56,000,000 
private employes are u nder 
the 
Social Secu rity law.” 
Delegates 
adopted 
resolu tions 
u rging a new system of longevity, 
pay and asking that a civil ser­ 
vice cou rt of appeals hear cases 
of dismissed employes. 


N. K. WENDELBOE CO. 


217 
St., Wa rren, Penna . 


JE-TKE DAMAGES FOUNDRY 
Easton, 
Sept. 
3—(A*)—Frank 
E. Shu man, vice president of the 
Lehigh Fou ndaries, Inc., estimated 
at from $25,000 to $30,000 damage 
cau sed b y fire which swept throu gh 
' the plant. Fou r companies of fire- 
' men b attled for two hou rs yester­ 
day b efore b ringing the b laze u n- 
' der control. Shu mann said oper- 
ations wou ld not b e cu rtailed b e­ 
cau se only ab ou t 10 per cent of 
the factory was damaged. 
! 
He said the company recently 
' completed work on a national de­ 
fense order. 


6.00x 16 Tires $5.95 Ex change, 
Swanson Tire Shop. 
e-3 -2 t 


to get ab ou t half of the province 
of Transylvania and Bu lgaria is to 
get satisfaction on her claims to 
b ou thern Dorb ru ja. 
Ru m ania is gu aranteed protec­ 
tion against any fu tu re encroach­ 
m ents b y Soviet Ru ssia, which al­ 
ready has taken the Ru manian 
territories 
of 
Bessarab ia 
and 
northern Bu covina. 
Germany wants the Balkans to 
stay peacefu l and produ ctive, for 
Germany gets most of their pro­ 
du ce and may well need it all this 
w inter. 
Ru ssia’s compact with Germany 
last year, a week b efore the w ar 
b egan, made the war possib le for 
the Reich. 
Germany divided the 
Polish spoils with her, b u t may 
look ai'kance on too great a Ru s­ 
sian 
peneti’ation 
of the 
Balkan 
sphere. 
The 
Greek-Italian 
difficu lties, 
w'hipped u p b y the Itahan press, 
compose 
yet 
another 
u nsettling 
possib ility. 
Italy, pent in the M editerranean 
b y B ritain’s control of Su ez and 
G ib raltar, has had slim pickings 
of the war prizes. 
She occu pied 
fragm ents of the French b order 
area; 
she has driven the light 
British forces ou t of distant B rit­ 
ish Somahland, and that is nearly 
all. 
Italian invasion of Egypt, 
close collab orator of Britain, has 
b een threatened. Inconclu sive aeri­ 
al and naval engagements have oc­ 
cu rred along the African coasts 
and in the east and west M editer­ 
ranean. 
Some prognosticators have said 
that Italy and Germany may try 
to crack Su ez or G ib raltar or b oth 
b efore the attem pt to invade Eng­ 
land. 
Thu s far, the varying figu res on 
hu m an casu alties in each cou ntry 
are these: 
Polish-German: 
H itler said 10,572 Germans were 
killed, 30,322 wou nded and 3,404 
missing. 
French and British offi­ 
cials said there were at least 150,- 
000 German dead. 
No official Polish figu res ex ist. 
Germany has said an accu rate es­ 
tim ate wou ld take at least two 
years b u t has reported captu re of 
840,000 
prisoners 
with 
another 
1,000,000 Poles "u naccou nted for.” 
WilUam C. M:cDonald, 
of the 
Qu aker commission for Polish re­ 
lief, pu t the dead in air-b omb ed 
W arsaw alone at 50,000. 
Finnish-Ru ssian interlu de: 
Ru ssia listed 48,745 dead and 
158,853 wou nded; Finland pu t her 
The largest tu na cau ght on rod i losses a t 15,000 dead and 40,000 
a nd reel weighed 
8 9 0 pou nds. 
I wou nded, with 640 civilians killed 


Ob servation Ward 
Du ring 
the 
national 
dou b les 
tou i'ney, Henry Pru soff, the Cali­ 
fornian, was crossing a tu rnpike 
carrying a su it that needed clean­ 
ing . , . A cleaner’s tru ck came 
along, so Henry gave the su it to 
the driver and went b ack to his 
b all hopping . . . He spent the rest 
of the week wracking his b rain to 
recall the name of the cleaner who 
had given him no receipt. 


Coach 
Hu rry Cain 
of 
Sou th­ 
western Lou isiana Institu te, did 
everything b u t call ou t the fire de­ 
partm ent when he learned his No. 
1 left tackle, John Ramsey, was 
spending 
the 
su mmer 
catching 
sharks. 


Timely Keminders from 
The Pennsylvania S ta'e College 
School of Agrici’.ltin'e 
Care for 
Berry 
Patch—Three 
tasks are necessary in the b ramb le 
patch for 
the 
produ ction 
of a 
large crop of fru it 
and 
a good 
growth of canes nex t year, accord­ 
ing to fi'u it 
specialists 
of 
the 
Pennsylvania State College. 
Re­ 
move old canes, sow a cover crop 
b etween the rows of plants, and 
apply 150 to 200 pou nds of su per­ 
phosphate per acre with the cover 
crop. 
Clip the Pastu res—Clipping 
of 
pastu res 
is 
recommended 
b y 
agronomists of the 
Pennsylvania 
State College. Several important 
resu its will b e achieved. The cows 
will eat a large portion of the par­ 
tially cu red grass, new' grass and 
clover can grow, and the 
weed 
prob lem will b e redu ced. 
Bu lb s for Fall 
Planting—While 
it will prob ab ly b e impossib le to 
get spring-flowering 
b u lb s from 
Holland this year. Great Britain 
is planning to ex port b u lb s to this 
cou ntry, according to flower spec­ 
ialists of the Pennsylvania State 
College. 
Feed Sire Carefu lly—Feeding is 
im portant to the 
health 
of 
the 
dairy herd sire, 
say Penn State 
dairy specialists. 
Pastu re grass 
silage, legu me hay, and 
a gi-ain 
mix tu re are recommended. 
Control Pou ltry Parasites—I.^ice 
and mites b ecome a great menace 
to fowls du ring warm weather, say 
Penn State 
pou ltry 
specialists. 
Nicotine su lfate on the roosts will 
control lice, while creosote, u sed 
crankcase oil, or kerosene can b e 
pu t on roosts and nests for mites. 


WRINGER ROIJ.S 
Any make of washer. 
Bring in 
you r pattern. 
Standard .size $1.65. 
Beckley Electric Shop, 
9-3-lt 


EAGLES SERIES OF GAMES 
Admission 30c, Wednesday, 8:30 
p. m. 
9-3-it 


W ashington, 
Sept. 
3— (Æ’) — 
Pennsylvania’s delegation in con­ 
gress is almost evenly divided on 
the selective service b ill, with the 
edge prob ab ly on the side of anti­ 
conscription at this time. 
An informal poll today sho.ved 
six votes for passage of the con­ 
scription b ill and six more “prob ­ 
ab le yes” votes. 
There were six 
“no” votes and six “prob ab le no” 
votes. 
Three wei*e u ndecided and 
the views of seven were not im­ 
mediately ob tainab le. 
Among those u ndecided was Re­ 
presentative Rich (R) who said “I 
am not com m itting myself u ntil I 
know what the b ill is going to b e.” 
Rich voted against the b ill au th­ 
orizing the president to mob ilize 
the National Gu ard. 
Representative Van Zandt (R) 
also deferred ju dgm ent and said 
he had three or fou r amendments 
in 
mind. 
Representative 
Du nn 
(D), commented: “I am not posi­ 
tive how I’ll vote. 
I don’t w ant 
to do anything to ob stnict defense, 
of cou rse.” 
Comments of other representa­ 
tives : 
McDowell Œ ): “I am not going 
to vote for the b ill u nless England 
shows signs of cru mb ling mu ch 
more than she is now,” 
R u therford (R): “I wou ldn’t vote 
for the senate b ill, I know. 
That 
provision for conscription of indu s­ 
try is confiscation. 
Title to the 
property wou ld go to the govern­ 
ment, not merely the right to m an­ 
age it.” 


Ja rre tt (Pv.): “I am against it 
as it stands and as world condi­ 
tions stand.” 
Faddis (D): “1 am for it.” . 
Gross (R): “I am against it no 
m atter how they dress it u p. 
My 
people are aga^ist it.” 
Sacks (D): “I am for selective 
service of some sort.” 
Here is w^hat the poll^ndicated: 
For the b ill: Allen, Boland, Ef^c)'- 
harter, Fad(^is, McGranery, Myers, 
all Democrats. 
A gainst the b ill: Jarrett, Gro.tiS, 
Tib b ott, McDowell, Kinzer, all Re­ 
pu b licans; McArdle (D). 
Undecided: Rich (R), Du nn. (Di, 
Van Zandt (R). 


PROMINENT MASON DIES 
Philadelphia, 
Sept. 
3— (>P) - 
George H. Banes, 81, a 32nd de­ 
gree Mason and one-time grand 
secretary of the Grand 
Encam p­ 
ment of 
Pennsylvania 
O d d . Fel­ 
lows, died yesterday. He Was a 
retired chief division freight clerk 
for the Pennsylvania railroad. 


There are more than 7,50Q va- 
rities of American apples. 


TIRED FEET 


Don’t let tired aching feet make 
you grou chy. Sooth foot irritations 
and cracks b etween the toes with 
Antiseptic 
San-Cu ra 
Ointment, 
First give them a warm su dsy b ath 
u sing San-Cu ra Soap. At all di’u g- 
gists. 


A L L E Y O O P 
Camou flage 
By V, T. HAMLIN 
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